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The junior Captain of Infantry has at the present time 
just ten years’ service. At the beginning of 1898 the 
junior Captain had over twenty years and at the be- 
ginning of 1897 over sixteen years’ service. 





Of the ten new Volunteer Regiments of Infantry five 
(41st, 42d, 43d, 46th, 47th) will be organized in the De- 
partment of the East, four (39th, 40th, 44th, 45th) in the 
Department of the Missouri, and one (38th) in the De- 
partment of Dakota. 


_ 
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In 1898 the President of the Board of Ordnance and 
Fortification recommended to the Secretary of War the 
aeceptance of the offer of the trustees of the Brown Seg- 
mental Tube Wire gun for 200 guns. The Secretary de- 
cided to give an order for fifty guns, and it is these guns 
that have been under trial. The Government has reserved 
the right to take 150 more guns at the same price. 








In “Tom Cringle’s Log.” which is an ancient volume 
containing much useful information about the West In- 
dies, we find this statement concerning yellow fever: 
“This dreadful epidemic has never appeared or been 
propagated at or above an altitude of 3,000 feet above 
the level of the sea, although people seized with it on the 
hot, sultry plains, and removed thither have unques- 
tionably died.” 


> 
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Englishmen are felicitating themselves on their suc- 
cess in governing Crete, which is described as the story 
of the Soudan over again, but on a smaller scale. The 
island, which for years has been the scene of massa- 
cres, riots, and all the horrors of war, is as orderly as a 
British protectorate. Roads and bridges are being re- 
paired, the finances set in order, taxes collected on a 
sound basis, and justice strictly administered. Our 
British cousins appear to be doing nearly as well in 
Crete as we are in Cuba, where conditions are much 
the same. We congratulate them. 





-> 


We regret to learn that there are officers at Fort 
Myer, Va., ungallant enough to complain of the difficulty 
they experience in obtaining quarters, because so much 
space is oeeupied by the ladies to whom quarters have 
been assigned by the War Department. They should be 
willing to sleep on the gravestones at Arlington to ac- 
commodate “the girl behind the man behind the gun.” 
Further complaint is made because the ladies of the 3c 
Cay. are apparently discriminated against in favor of 
those who have less right of precedence, but in this 
matter we refuse to serve as umpire. 
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President McKinley reviewed the 26th Inf., U. S. V., 
Col. Edmund Rice, commanding, at Plattsburg, Aug. 18, 
and expressed himself highly pleased with its condition. 
Mrs. McKinley presented a handsome flag to the regi- 
ment, and Col. Rice received it in behalf of his men, gave 
it to the Sergeant of the Color Company, who bore it 
proudly back to his place in the ranks. Then the entire 
regiment, headed by the regimental band, passed in review 
before the President, who stood with bared head beside 
Col. Rice as the different companies were led into line and 
filed past.. After the ceremonies the members of the 
Presidential party were entertained at luncheon by Col. 
and Mrs. Rice. 





Maj. General Francis V. Greene, U. 8. V., as he rec- 
ommended Maj. Elmore F. Austin, formerly a Captain 
in the 71st New York for a Captaincy in one of the new 
volunteer regiments, evidently takes little stock in the 
findings of the secret court of National Guard officers, 
which investigated the campaign of the 7ist Regiment 
in Cuba, and among other things declared that Maj. 
Austin was unfit to hold a commission. General Greene 
is of opinion that Maj. Austin is eminently fit to hold 
a commission and so recommended. An opinion from 
an officer of General Greene’s standing and experience 
could hardly be set aside for that of the court. 
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The New York “Evening Post” of Aug. 21 savagely at- 
tacks President McKinley for the appointment of Charles 
Newbold as Major and Paymaster, U. S. A., asserting that 
Maj. Newbold has no previous military record, etc. The 
attention of our contemporary is invited to the following 
official military record of the officer in question. He was 
appointed 2d Lieutenant of the 3d U. 8S. Cav., Nov. 16, 
1861, from Pennsylvania; in August, 1862, he was trans- 
ferred to the 5th U. 8. Inf., was promoted to Ist Lieuten- 
ant in August, 1863, and to Captain of the 19th U. 8S. 
Inf. July 28, 1866; he was brevetted Captain Jan. 30, 
1863, for gallant and meritorious service in action with 
the Navajo Indians. He resigned Nov. 18, 1867, to en- 
gage in civil pursuits. 
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Secretary of War Root has appointed as a committee 
to systematically take care of the supplies contributed for 
the relief of the destitute Porto Ricans, Cornelius N. 
Bliss, formerly Secretary of the Interior; Brig. Gen. 
Guy V. Henry, formerly Military Governor of Puerto 
Rico; the Right Rev. Jas. H. Blenk, C. S. M. D., Bishop 
of Puerto Rico, now in the United States: Warner Van 
Norden, president of the National Bank of North Amer- 
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ica; William L. Corwine, secretary of the Merchants’ 
Association of New York City, and the Mayors of Boston, 
New York, Philadelphia, and Baltimore, or such repre- 
sentatives as they may choose to designate. The work of 
distribution in Puetto Rico will continue under the direc- 
tion of Military Governor, General Davis. 





Mr. Hudson Maxim explains in “Cassier’s Magazine” 
that the reason why the defenders of shelter trenches 
or other works can better be reached by means of high- 
explosive shells than with others is that the detonation 
ef a high explosive causes the iron hail to descend per- 
pendicularly on the instant, instead of being carried 
onward by the original impulse. Thus a high-explosive 
shell accurately timed must necessarily be deadly against 
any troops however deeply entrenched, unless they are 
provided with head cover of adequate strength. “De- 
tonative” explosives are specially adapted to bursting 
charges when the greatest immediate shock is desired, 
while “combustive” explosives are adapted for the pro- 
pulsion of projectiles. Smokeless powder is smokeless 
because its component parts are chiefly gaseous, whilst 
in black powder the combustive elements are largely in 
excess, 





General Brooke has modified the Cuban penal 
code, so as to make it a misdemeanor, punishable by a 
fine, for any one to “take part in any game of chance 
except purely for recreation and pastime.” The question 
whether this change will banish the blue, red and white 
chips from the soldiers’ tents is an open one. We remem- 
ber reading at the time of the baccarat scandal in Lon- 
don half a dozen years ago, a learned treatise by am 
archbishop of the English Church—we think it was the 
Archbishop of Canterbury—on the moral aspects of play- 
ing cards for money. The reverend essayist stoutly main- 
tained that one could wager money for the sake of pure 
amusement and that if one had the moral right to waste 
time in a game of cards, he had, accepting the old maxim 
that “‘time is money,” the same right to waste money. 
The archbishop confessed that he could not see the 
wrong involved in speculating on a card. 
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In connection with the Dewey celebration at New York, 
it is understood that the scheme for a naval parade on 
Friday, Sept. 29, and the land parade on Saturday, Sept. 
30, will be held to. This will give the many visitors, in- 
cluding the visiting troops, an opportunity to witness the 
naval parade, as well as see the points of interest in the 
city on Sunday, when it is intended to have the different 
public buildings open for inspection. Maj. Gen. Roe, of 
New York, is particularly desirous that the troops be 
given full opportunity to see the naval parade, as well as 
objects of interest in the city and vicinity, and has been 
one of the foremost against the scheme to have Sunday 
intervene between the celebrations. To carry out the 
new plan Admiral Dewey has telegraphed that he will 
arrive at New York Sept. 28. He will be met at Tomp- 
kinsville by war vessels under Rear Admiral Sampson. 





Congressman Davy of Louisiana is at pains to correct 
the story that the Cadets of the Naval Academy had per- 
secuted the son of a rich pawnbroker of New Orleans ap- 
pointed by him to the Naval Academy because he was a 
Jew. ‘lhe Congressman said that he appointed young 
Goldman to the Academy, and he has been there a year. 
Religion has never interfered with his progress or popu- 
larity. He finished the session, eleventh in his class, and 
is just about now returning from the cruise to England 
and other transatlantic countries. Mr. Goldman’s father 
is neither wealthy nor a pawnbroker, his father has never 
been to Annapolis, and the young man has not resigned. 
There is no reason for his resigning, as he is a bright, 
manly boy, who has the respect and esteem of his fellows, 
is working hard and will make an excellent officer in the 
United States Navy, a service’ he honors and admires. 
Mr. Goldman will soon be home on his furlough, and he 
hopes the ill-advised publication will not discourage him 
or create any impression at the Academy. 


The U. S. S. Boston is due at San Francisco, Cal., 
from the Asiatic station, on Aug. 26, 1899. A corre- 
spondent, writing to the Army and Navy Journal, from 
Yokohama, July 29, from on board the Boston, says: 
“The U. 8. S. Boston, Lieut. Comdr. E. M. Hughes, 
sailed to-day for San Francisco, via Honolulu, and 
should arrive home about Aug. 26. Capt. Whiting was 
detached and remains here on account of serious illness 
in his family. The officers of the Boston are as follows: 
Lieut. Comdr. E. M. Hughes, Lieut. W. H. Allen, Lieut. 
J. Gibson, Lieut. (J. G.) G. R. Slocum, Lieut. (J. G.) R. 
E. Coontz, Ensign W. A. Moffett, Ensign O. P. Jack- 
son, Pnsign E. McCauley, Jr., P. A. Surg. B. R. Ward, 
Asst. Surg. J. S. Chaffee, P. A. Paymr. B. P. DuBois, 
Chief Engr. R. T. Hall, Asst. Engr. L. F. James, 
Asst. ‘Engr. H. I. Cone, 2d Lieut.. U. 8S. M. C., L. J. 
Magill; Acting Gunner, L. J. Wallace, Acting Carpenter 
W. Boone, Pay Clerk W. D. Bollard. 








In an address on “The Rise and Progress of Naval 
Artillery,” delivered before the English Society of Naval 
Architects, at their summer meeting, Sir Andrew Nolle 
said that for many reasons he considered high velocities 
objectionable, and if a given energy were required he 
would prefer to see it represented by a low velocity. 
With a 100-caliber Ginch gun, and with a projectile of 
the dimensions of the ordinary 6-inch gun projectile, 
but of aluminum, he had obtained a muzzle velocity of 
close upon 5,000 feet per second. Sir Andrew went on to 
speak of the mountings of quick-firing guns, which he 
said had played a very important part in the develop- 
ment of such artillery. The rapidity of fire and the ac- 
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curacy of the modern guns had been very remarkable 
He described the target practice in the Royal Navy. 
Each gun’s crew had.three minutes in which to fire as 
many rounds as they could with accuracy, the rang 
commencing at 2,200 yards, diminishing to 1,600 yards, 
and increasing again to 2,200 yards. Im the Blake th. 
best gun’s crew fired 18 rounds in the three minutes ani 











hit the target 15 times. The total number of rounds’ 


fired by her ten guns was 148, and the target was hit 
110 times. The Royal Arthur did nearly as well, the 
best gun’s crew having fired 18 rounds, striking the 
target 14 times. 

It is to be hoped that the commendable work of re. 
lieving the distress in Porto Rico caused bythe recent 
hurricane will not be imposed any longer than possible. 
either in whole or in part, upon the Army, whose office:, 
are now already overworked. The military feree on thy 
island is small at the best and scattered. It has mor 
than enough to keep all its energies engaged in recon. 
structing and repairing the military camps, barracks, 
roads, ete., and in carrying out extensive and imperative. 
ly necessary sanitary measures. Besides these is I. 
ready a large amount of relief work given to the Army 
to do in the matter of distributing the regular food sup. 
plies. It would be unwise to distract the Army's actiy- 
ities from military matters which cannot be put aside 
even for a short time without seriously embarrassing fhe 
development of the future. It cannot certainly be the in- 
tention of the Department to turn the Army. in our 
new possessions into mere eleemosynary agencies. [f, in 
this instance, the old rule is widely departed from, ther 
is no telling but that the change may become @ perma- 
nent part of the Army, and imagination peoples the fu- 
ture with military poorhouses, military soup houses, 
tnilitary orphan asylums, etc., the scheme widening out 
until these distinctive features of civilian direction be- 
come accepted phases of military administration. 


-* 








The “Journal of Commerce,” New York, informs us 
that “grocery circles in lower Wall street are just now 
particularly incensed at the Commissary Department 
on account of what they regard as the unfair policy pur- 
sued by the Department in purchasing supplies.” The 
purchase of rice for Porto Rico appears to be the imme- 
diate cause of complaint. The “Journal” says: “It is on 
account of this rice shipment that the current acute dis- 
satisfactior is due, as the primary market was entirely 
ignored »y the Department, and the contract was award. 
ed to wholesale grocers in Newark, N. J. Rice millers 
have been unable tv account for the Department's ac- 
tion, and in rice circles generally there appears a feel- 
ing that some unfair influence is responsible for the 
particular preference given the Newark firm. This does 
not appear to accord with the further complaint that 
awards were made to certain dealers with such regularity 
as to create a distinct impression of favoritism. Some 
one described as a responsible member of one very im- 
portant house is quoted by the “Journal of Commerce” 
as saying that he tested the matter by offering coffee 
above the sample at less than it cost him, and his bid 
was rejected. It does certainly seem hard that a man 
should not be permitted to lose money on a Govern- 
ment contract. The Journal adds other specifications to 
its charges against the Government, including the Quar 
termaster’s Department in its strictures. 


-— 





The article on the transportation of horses by sea, 
which we give elsewhere in this number, is as timely as 
it is important. No nation has so large an experience 
as England in moving military forces by sea, and in the 
Queen’s Regulations and Orders will be found the full- 
est description of the methods required for the successfu! 
conduct of this work. In addition what is said in the 
article referred to we call attention to the facet that a 
transport for horses at sea should be of the largest class 
and well loaded down by a cargo to prevent motion as 
much as possible. The stalls, instead of being made of 
rougi lumber and put up in an extemporized, flimsy 
manner, with the stanchions merely wedged between 
the ceiling and floor of the deck,- should be strongly con- 
structed in a workmanlike manner, with strong side 
bars that fit easily in sockets intended for them. Each 
stail should be sufficiently strong in its own structure to 
withstand the most violent jolt from the horse thrown 
against it by the motion of the ship. For so soon as 4 
single stall is broken down, the contained horse, from 
fright, begins to kick at his neighbors, and often 4 
whole row of stalls becorhes wrecked and many horses are 
injured before the outbreak can be controlled. Bolts, with 
nuts should be used in their construction instead of 
spikes and nails. Not long ago a large shipment of 
horses left New York for Burope on a large ship, which 
had a light cargo. The ship’s company, at the time fear- 
ing legislation adverse to the importation of America® 
live stock, were not disposed to incur much expense in the 
business, and the stalls put in were of the extemporized 
sort. About mid-ocean the steering gear broke, the ship 
fell off in the trough of the sea. Being light she 
tossed about very violently, and the horses being throw? 
against their poorly constructed stalls, broke them dow! 
faster than they could be repaired. In a few days !! 
the stalls were demolished, and their splintered’ stanc!- 
ions and side boards, with projecting spikes, were mix«! 
up with a moving mass of the half-dead, killed and mu- 
tilated bodies of the horses, all shifting together with 
every toss of the ship. Finally the whole quiveriv¢. 
putrifying mass settled on one side, and would have 
caused the ship to founder had not the crew by hereulea” 
efforts managed to throw the horses overboard, killing 
a few that gave trouble, All were lost. 
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APPEALING TO.THE RECORD. 

Rev. Dr. Lyman Abbott, Henry Ward Beecher’s suc- 
cessor at the Brooklyn Tabernacle, made a speech at the 
Lake Mohonk Conference on arbitration, which was so 
strong am expression of confidence and admiration for 
the Army and Navy that ex-Senator Edmunds, who pre- 
sided, declared that it was out of order. Dr. Abbott 
strikes the game tone in his weekly magazine, ““The Out- 
look,” im reply to some sneering observations by the Chat- 
tanooga (Tenn.) “Times” on our treatment of the Tagals. 
Dr. Abbett says: 

“The American people won liberty for themselves in 
the American Revolution, and straightway opened their 
doors to the oppressed of all other lands, and invited 
the poor to share the wealth of the new continent on 
equal terms with the men who had won it by their blood 
and treasure. They conquered liberty fer the African, 
and, the war over, taxed themselves, the South by direct 
taxation, the North by generous contributions, to give 
the African the same education which they gave to r 
own children. Individuals have robbed and plundered 
the Indians, but the nation, as a nation, has expended 
millions of dollars in giving them education and indus- 
trial civilization—not always wisely, but with generosity. 
By purchase and by war Americans have won more than 
half the territory which they now possess. They have 
not only extended over the inhabitants the same free 
institutions which they themselves enjoy, but they have 
offered the land to any men, of any race or religious 
faith, who would occupy and cultivate it. 

“But this was what our fathers did. Perhaps we, 
their sone, have degenerated. We have emancipated 
Cuba. We have spent millions of dollars and hundreds 
of lives in this war of emancipation. And with what re- 
sult? It is less than ten months since the armistice 
with Spain was agreed on, and less than six months 
since the final treaty was signed by President McKinley. 
Here, in brief, is the record in Santiago; similar work 
has been done in Havana, Guantanamo, Baracoa, Gi- 
bara, Holguin. Santiago was ag nega filthy. It is 
now as clean as New York or Boston. Its death rate 
was nearly seven hundred a week; its death rate now 
does not exceed thirty or forty a week. Its stores were 
closed and its 6treets idle; now its streets are full and 
its stores open and full of buyers. It was without a mar- 
ket; its market now is as well supplied as those of our 
best American cities of equal size. A year ago there 
was not a single public school building in the city; now 
there are seventeen elementary and grammar schools, 
with an average attendance of nearly two thousand 
pupils. Then governmental corruption was universal; 
fraudulent accounts and the exaction of overpayment by 
officials was the rule; now they are almost unknown. 
The courts are reorganized; laws have been promulgated 
guaranteeing rights of person and property which for 
three centuries of Spanish misrule have been unknown; 
bull fighting and cock fighting are prohibited; tradesmen 
are required to give just measure according to standard 
weights and measures; Cubans have been appointed not 
only to minor offices, but as Mayors; under United States 
veto, local self-government is already well under way. 
Meanwhile Christian benevolence has offered to provide 
Cubans who wish to teach at home with free education 
to fit them for their work, and has opened free Christian 

churehes to which already Cubans are flocking in great 
numbers. In nine months one chureh in Santiago, the 
Baptist, has received a hundred and forty members. 

‘What reason has any one to believe that the estab- 
lishment of American sovereignty in the Philippines 
would not be followed with similar results? What Justi 
fication has the Chattanooga “Times’ for its original and 
The New York ‘Evening Post’ for its borrowed slander 
ot Americans?” 


CAMPAIGNING IN THE PHILIPPINES. 

The conditions under which our troops campaign in 
the Philippines are indicated by a letter received from an 
officer of the Regular Army who participated in the at- 
tack on Las Pinas. Of 700 of the 14th Inf. only 200 men 
were able to reach the point of rendezvous. Some joined 
at the halt, others days after, and some never. The hos- 
pital corps could not find them in the dense jungle. On 
the night of the 9th of June 5,000 men were in bivouac, 
the 13th, 14th, 9th, 2lst and a regiment of Vol. Cav. 
Ile says: “Oh, how it did rain! We had to sit up to 
keep from being washed away. Reveille at 2:30 a. m.; 
breakfast, coffee and wet hard tack. At 5 a. m. came the 
order to move and the column moved north about three 
hours and a half, when the enemy fled, as they always do, 
without our firing a shot. ; 

“Then began a march which has no equal in the annals 
of our Army. Old soldiers and veterans of the Cuban 
campaign—all agreed that it ranked anything they had 
ever experienced. It was about 10 a. m. and the heat 
was something horrible ; our canteens were dry, our heads 
splitting and throats parched. I drank water from pools 
green with slime; nothing more than drain water in pools 
where caribou rolled to keep alive. The water was 
putrid. But, oh, how delicious it tasted. Those pools 
were all that saved us that day. We filled our canteens 
twice at euch holes, and thanked God that we had even 
that kind of water. 4 

“Not a drop of rain fell; hardly a cloud hid the sun the 
livelong day. Men became played out; actually they 
simply dropped in twos and threes from sheer exhaustion 
und heat prostration. 

“T had left only twenty-six men out of ninety, and my 
company was as good as the average. The regiment was 
the same way, three-fourths of the men missing. At the 
rendezvous I drank from a canteen and drop down on 
the ground among ants, flies, mosquitoes and numerous 
other insects, and fell asleep before I touched my head 
te the ground. Our only firing took place early that 
morning. 

“We went into bivouac again after the attack on Las 

Pinas. This time we had nothing to eat or to sleep on, 
not even a poncho. I was so tired I could not sleep, and 
burned all over as if I had a high fever for hours. After 
I did get to sleep the sky just opened up and tried to 
(drown us out. I awakened to find the litter on which I 
lay filled with water. Next morning we were on the 
march again, and marched four miles through rice fielde, 
With sticky mud, so gluey that I could hardly extricate 
ny legs. 
“Alternating with this we were waist deep in sloughs 
of running water which afforded great relief, so far as 
the walking was concerned, but was salty, and, there- 
fore, not drinkable, and water was mighty scarce. ye 
marched into Las Pinas without opposition. All the na- 
tives who the day before were fighting ue, came out from 
houses covered with white flags, bowed and scraped, say- 
ing ‘amigos, amigos,’ Spanish for friend. The villains 
knew we could not touch them. A week later the same 
devils fell upon two companies of the 21st, and it came 
near being our first defeat.” 





HAZING AT WEST POINT. 


“Cadet Life at West Point” is the title of a book 
published some forty years ago by George C. Strong, a 
graduate of the class of 1857, who died in 1863, at the 
age of 30, as the result of wounds received while gal- 
lantly leading as a Major General of Volunteers the men 
under his command who were storming Fort Wagner, 8. 
C. In his story of Cadet experiences, Strong tells of 
whispering to the occupant of the next tent at the close 
of his first encampment: 

“I say, Tom, what would you take to go through an- 
other plebe camp?” 

“Take? by gum, I'd take caustic with strychnine 
gravy.” i 

Men have changed at West Point, but manners re- 
main much the same as they were thirty-five years ago. 
Each year brings its story of plebe experiences which 
have something of the nature of boiling oil in them. The 
latest and most detailed account is given in what pur- 
ports to be a letter addressed to the New York “Sun” 
by a present member of the Cadet corps. He describes 
the various processes known to the Cadets as “eag- 
ling,” “‘sweat-baths,” “hanging on stretcher,” “plebe 
rest,” “box holding,” “wooden willying,” ‘“chinning,” 
“footballs,” “qualifying.” He tells us that “these are 
the severer forms of hazing at West Point. They af- 
ford no amusement to the inquisitor. They simply tor- 
ture, exquisitely torture, the plebe. The inflicting of the 
entire category, or ‘part of it, constitutes a “soiree,” and 
according to the amount of exercise exacted, is called a 
light or a heavy soiree as the case may be. 

All of these practices are outside and beyond the suf- 
ficiently strict regime of West Point discipline, and 
everything possible has been done by the authorities to 
put an end to them. Yet, looking at them in the retro- 
spect, General Strong said: “No national school in the 
civilized world, or, if you please, uncivilized world, has 
been more successful in effecting the purpose for which 
it was established. The new Cadet, on his first ap- 
pearance, meets some petty exactions on the part of the 
older ones, who have been for a time under the super- 
vision of Army officers, in the immediate control of his 
instruction, that, perhaps, are not an essential of this al- 
most perfect regime. But I insist that at least a thor- 
ough breaking in at the commencement of the course is 
the wisest policy, and most conducive to the best inter- 
ests of all concerned. It teaches them thereafter not to 
be surprised at anything, to meet future difficulties with 
the greatest fortitude, and make their reliance a reliance 
upon themselves. For not only is their iife in the line 
of the Army to be an arduous one, but the course at the 
Military Academy preparatory to that life is probably 
the most confined and severe of any similar one in the 
world.” 

It is, in short, the substitute for the harsh and cruel 
experiences which our native Indians, the Spartans and 
other warlike peoples have thought essential to martial 
training. Only about one-half of those who enter the 
Military Academy continue in it long enough to obtain a 
commission, and in part because of the severity of the 
discipline. 6,658 Cadets were admitted to the Academy 
up to and includimg 1886, and only 3,384 of these were 
graduated, 

General Sheridan’s course at the Academy was five 
years, because he was under suspension for one year, 
during which he went to his home in Ohio and kept 
books in a dry goods store, as the result of a bayonet 
charge he made against a Cadet sergeant who angered 
him. “At the time,” Sheridan says, “I thought, of 
course, my suspension a very unfair punishment, that 
my conduct was justifiable, and the authorities of the 
Academy all wrong, but riper experience has led me to a 
different conclusion, and as I jook back, though the mor- 
tification I then endured was deep and trying, I am con- 
vineed that it was hardly as much as I deserved for such 
an outrageous breech of discipline...” 

This was not hazing, to which Sheridan refers as 
a senseless custom, which an improved  civiliza- 
tion has now about eradicated, not only at West 


Point but at other colleges. This seems too hopeful a 
view if we accept the description of present practices 
at the Military Academy given by the “Sun’s” Cadet 
correspondent. Speaking of what he describes as a 
“soiree,” he says: 

“What is the result of one of them? In what con- 
dition does it leave the plebe? In brief, it puts him in 
a state of total collapse. Usually, he has strength left 
to reach, with staggering steps, his own tent. There 
if the ‘soiree’ has been a light one, he can seat himself. 
all in a tremble and gather back his strength. The usual 
result, however, of eagles and eight minutes on the 
stretcher is hysterics. Tears entirely due to fatigue 
pour down the face and cannot be controlled. Over- 
taxed muscles ache painfully. In the case of heavy 
soirees this year, the effects have been much more se- 
rious. When thirty to thirty-five minutes of ‘eagling,’ 
‘chinning,’ ‘hanging,’ ‘resting,’ ‘wooden-willying’ and 
‘locker sitting’ have been endured, the mind loses con- 
trol of the muscles. Convulsions follow and endure for 
considerable time. 

“Another result of this ‘exercising’ is vomiting, and it 
is not unnatural that it is so when it is remembered that 
the ‘soirees’ frequently take place directly after meals. 
‘Hanging’ results in painfully blistered hands, and it is 
not an unusual sight to see a row of blisters as large as 
dimes running across the two hands of the fourth-class 
man. No one ever asks how. It is a symptom too well 
understood. “Why do men submit to things of this na- 
ture?’ Why don’t they refuse to comply with such com- 
mands and orders, since they are entirely illegal and 
unauthorized ? 

answer is simple. cher pat up with them to 
avoid ‘trouble.’ “Trouble,’ in the West Point vernacu- 
lar, means feat. Refusal to obey one of these orders 
makes a plebe subject to calling out by the yearling 


class. 

“Despite all ever said to the contrary, there is no 
fairness in a West Point fight when it has for partic- 
ipants a ‘called out’ plebe on the one side and an upper 
classman on the other. Any plebe is liable to ‘ ng 
out.” It matters not whether he be the strongest or the 


ble of taking unishment. Coupled with this 
Re is usually tt whe Ne been for such an 
emergency, has scrap, as it is called. 


knows it before going out. 

“The men who bring about this ‘calling out’ of the 
plebe seldom fight. ‘They take care to haze men- 
ure too big for them or too small. These ay ee 
with impunity because they know no danger is 
for themselves. As a rule, it is the undersized man who 
carries hazing to the extreme, though this rule has plenty 
of exceptions. , 

“Another thing to be noted is that the plebe cannot 
‘call out’ a man even if he should wish. If it were pos- 
sible, that is, if corps custom allowed it, there would 
be little or none of this exercise sutfered, and — 


att 


he would gladly meet in Fort Clinton. In short, the 
plebe has no chance. It is intended that he shall have 


none. The outcome of these fights is always more or 
it The whipped party almost always reports 
at the “ 


ospital. 
All of thie is undoubtedly wrong, and contrary to dis- 
cipline, and the Academy authorities are quite right in 
doing their utmost to prevent it. Why they fail, as fail 
they do, ig thus explained: 

“The plebe will not tell; he cannot, dare not tell. Then, 
too, submission to hazing makes him party to the of- 
fense and liable to punishment with the other offender. 
This makes the position of the officers very difficult in 
making investigations. They meet with point blank re- 
fusals to answer questions asked, They may threaten 
court-martials, but as long as they do not carry out 
their threats nothing can be done. 

“All new Cadets are subject to such treatment. Some 
get more than others; once in a while there is who 
gets none at all. But this is never the case au 
‘army boy,’ whose father is of high standing. It mat- 
ters not whether the Cadet’s parent daily risks his life 
among the Filipinos and writes a page of history with 
his sword, or whether the family claims generations of 
Generals, with a silent Captain at the head. It makes 
no difference save that it makes the plebe’s lot harder. 
It likewise makes no difference to the upper classmen 
if the plebe be a foreigner, barely able to speak and un- 
derstand English, acquiring education according to act 
of Congress by courtesy of the United States Govern- 
ment, ie is braced, bullied and bothered quite as much 
as any other.” 

In reviewing his Cadet experiences after the close of 
his active career as a soldier, Lieutenant General Scho- 
field said: “The hardest lesson I had to learn was to 
submit my will and opinions to those of my accidental 
superiors in rank who, 1 imagined, were my inferiors in 
other things, and it took me many years to learn it. 
Nothing is more absolutely indispensable to a good sol- 
dier than perfect subordination, and zealous service to 
him whom the national will may have made the official 
superior for the time being. I now think it one of the 
most important lessons of my own experience that, while 
I had no difficulty whatever in securing perfect subordi- 
nation and obedience in a large public school when I 
was only 17 years old, or ever afterward in any body of 
troops, from a squad of Cadets up to an army of men, 
others did not find it by any means so easy to discipline 
me, What I needed to learn was not so much how to 
command as how to obey.” 

No soldier will regret the experiences, however harsh, 
that teach him this important lesson, and so far as the 
hazing of raw young men, too full of the sense of per- 
sonal independence and personal importance for discip- 
lined soldiers, leads to this result it may serve a good 
purpose, Wherever it goes beyond this, and ‘results in a 
display of a brutal love of exercising despotic power, it 
is harmful, and should be suppressed with a rigor which 
will teach those indulging in it that they, too, are soldiers 
subject to the discipline of superior authority. 


atti 


OPINIONS OF THE PRACE CONFERENCE. 


In the opinion of the “Official Messenger” of St, Peters- 
burg, ‘the results of the Conference have fully come up 
to the expectations of the Government. It has been 
found necessary by the Conference to postpone the defi- 
nite settlement of the complicated question relating to 
the suspension of armaments until the matter has been 
fully elucidated by the different Governments. Never- 
theless, the lightening of military burdens has already 
been admitted by unanimous resolution to be urgently 
desirable for all nations. On the other hand, the labors 
of the wee will aie ge —— Ke ary x4 
in regulatin, e customs of war and pu a to 
cruelties. The various States are agreed upon using ali 
their resources in favor of the maintenance of ce and 
the abolition of wars. It is now an established fact that 
mediation, which has hitherto depended upon the good- 
will of the States interested, can henceforward be of- 
fered by a third Power on its own initiative.” Tha 
“Messenger,” recapitulating the results achieved, de- 
clares that without impairing the sov te of in- 
dividual States, they afford a fresh basis for interna- 
tional peace. “For the first time,”’ concludes the official 
organ, “has the task set on the initiative of the 

ror been placed upon a firm fou the 

ility as well as the necessity of its solution has 
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unanimously admitted. Time and the onward march of 
historical events will indicate the means. to be employed 
for securing the welfare of mankind and the full attain- 
ment of the object in view.” With reference to the 
Conference, Hon. A. D. White, ome of the Ameri- 
can Commissioners, said: ‘““The great point is tha 
whereas formerly an arbitration court only be pro- 
vided after long ndence between Cabinets and 
entuey ballon, ant tnaiian dee praaes teiaaa ae 
mentary a un ‘or proper 

cussions as to procedure, and a other ys, 
just when time was most 8 
given to the world an arbitration tri as an actual 
Aoei ef tip avert, pings of taguling oad ali 

CO) cou ce : 

provided. Te Tee ‘nlaed’ oe sobelaioce es fea- 
ture carefully systematized plans of mediation, gen- 
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eral and SS eS eee ve 
exceedingly valuable in preventing nations from drifting 
into war. As to gradual disarmament, that will come 
later. Of course, the people who insist on having fruit 
on the day the tree is planted will sneer at our work, 
but history will, I believe, judge it differently.” 





TRANSPORTING HORSES BY SEA, 

An officer of our Army, now traveling abroad, favors 
us with these extracts from the “Queen’s Regulations 
and Orders” relative to transporting horses on long voy- 
ages. ‘They contain many useful hints for our officers 
charged with this duty. 

“Previous to embarkation, all horses are to be in- 
epected as to fitness and as to freedom from infectious 
and contagious diseases. Very old horses, or those with 
delicate constitutions, should not be embarked. The vet- 
erinary officer must be prepared to furnish the medical 
history of every horse. Horses should, as far as prac- 
ticable, be newly shod, fore and hind, before embarka- 
tion. ° 

“Horses should not be in high condition when em- 
barked, and low diet, coupled with slow, steady work, 
for some days previous, is an excellent preventation of 
disease. Horses should be kept fasting and without 
water for some hours before being put on board, as sling- 
ing is then least injurious, and as they will then the 


sooner take their food after getting on board. Shoes 
are not to be removed. 

“An officer and six men per squadron, battery, or com- 
pany will receive the horses on the stable deck, and place 
them in their stalls. A stable guard must be told off 
as soon as the men are embarked. 

“Saddlery and harness is to be brought‘on deck at least 
one behind. The sling must be carefully adjusted; the 
it should be put in dubbing, and the steel appointments 
should be afk 9 oiled before being packed up. 

“The decks are to be well lighted. When horses are 
walked on board by a gangway, each man will, in case 
of the cavalry, lead his own horse on board. If there 
is much difficulty in getting a timid or restive horse down 
the gangway, a lead must be given to it by a quiet. 
horse. If any horse is very restive he should be blind- 
folded, or he may be backed along the gangway. To, 
deaden the sound, and prevent slipping, cocoa matting or 
straw should be laid along the gangways and decks. 
Horses should be led in close succession, in such order 
that those accustomed to stand together in stables may 
be neighbors on board ship. The far stalls are to be 
filled up first. The parting bars will be put up at once, 
and the slings will then be passed loosely round the 
horses. Any large horses or ‘kickers’ should be specially 
provided for; the latter in the end stalls, strengthened 
by ‘kicking boards.’ 

“If horses are to be embarked by slinging, the slings 
should be minutely inspected before the embarkation 
begins. A double guy should be made fast to the horse's 
head; one end should be held on shore, the other on 
board, to keep the head steady. Five men are required, 
one at the head, one at the breast, one on each side and 
one behind. The sling must be carefully adjusted; the 
breech band and breast girth must be securely fastened, 
or the horse may slip through them. Two or three men 
should be stationed at the hatchway and between decks, 
to guide the horse when lowered and prevent his body 
hitting the hatchways. <A soft bed of straw or cocou 
mats must be provided for the horse to alight upon, 
and men should stand ready to receive him and take 
off the sling, as on first feeling his legs, unless firmly; 
handled, he is apt to plunge and kick violently. As each 
horse is placed in the stall, he is fastened up by the 
ship’s head collar (which should be provided with two 
shanks), and the commanding officer of the squadron, 
battery, or company, with the former should see that 
all the horses are secured. The horse’s head should 
be tied rather short than otherwise. With mules chain 
collar shanks should be used instead of ropes. 

Wheu embarking in boats, each man in the cavalry 
must accompany his horse, and, if possible, the horses 
should be placed athwart the boat alternately, the head 
of one horse being on the starboard and the head of the 
next on the port side. Each man must hold his horsé 
until the vessel is reached, either standing up by the 
horse’s head or sitting on the gunwales, as may be di- 
rected. Sand or straw should be put in the boats to 
prevent the horses slipping. 

“In embarking horses by swimming they should be 
halted a, short distance from and out of sight of the 
point of embarkation, and stripped of all except the 
bridoon and headstall, which latter should be close fit- 
ting. A horse having been led to the appointed place, 
two experienced hands prepare him for the water. No. 
1 holds his head. No. 2 places the sling on and secures 
the straps with yarn, so as to prevent the sling opening 
in the water; he then fastens the breast rope and breech- 
ing securely. A rope about eight yards, with an eye at 
one end, is next passed round the neck and fastened 
rather tightly (without pressing) by an overhand knot, 
so as to prevent its becoming either tosser or tighter. 
The bridoon is taken off, and another rope attached to 
the lower ring of the headstall, under the chin. The use 
of this rope is to keep the horse’s mouth above the 
water, while he is controlled altogether by the neck rope. 

“The horse is then led to the water as far as he wily 
walk towards the boat, in the stern of which should 
be a reliable hand, who receives the neck rope in his 
right hand, and immediately reeves it through the stern 
ring of the boat to secure additional power in the event 
of the horse plunging; the headstall he receives in his 
left hand. When the boat moves off, the horse will, in 
most cases, follow until he gets off his legs in deep water. 
If he does not, one or two men by throwing water on 
his back will get him off. When once the horse is swim- 
ming, the neck rope should be hauled close up, while 
the headstall rope gently supports his chin. A small 
rowing boat with two oars will be sufficient. It should 
not be rowed too fast, or the horse will make no at- 
tempt to swim. 

MANAGEMENT OF HORSES ON BOARD. 


“As a rule, horses should be slung in all weathers. 
In smooth weather the hammocks (slings) should be 
braced almost or quite up close to the horse’s belly, so 
he can throw his weight into it and rest himself. To 
brace up the hammock in rough weather, however, 
would only have the effect of knocking the horse about. 
and would cause him to be severely chafed by the part- 
ing bar and by the hammock itself. Therefore, in rough 
weather the hammock should be loosened, so that it may 
hang three or four inches below the horse’s belly to 
eatch him if he falls. Being loosely slung in this way 
in rough weather, the horse stands on his legs, and will 
xzive to the motion of the ship, and will save himself 
from being knocked about. 

“It is important to sling in rough weather as just 
recommended, as a horse falling and getting under the 
varting bar may seriously injure himself and neighbors. 
fo prevent this a number of strong planks should be 
specially provided on every ship, and, in the event of 
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a horse falling, should be at once inserted at the 
sides of the to prevent the a 1 from getting 
under ber Fay bars or among the of the nearest 
horses. hammocks shoul, if le, be taken off 
once a day. A supply of empty cornsacks should be 
placed on ; Ww stuffed with refuse hay they 
make excellent pads for the protection of in age and 
exhausted horses, and will prevent them being jolted 
from end to end of the stall. They should be securely 
lashed to the stall stanchions or parting bars. 

“There should be at least five per cent. of spare stalls 
left in horse transports, half on each side. he horses 
ean then be shi cleaned, rubbed over and their feet 
washed, and this sho always be done when the 
weather permits. Hand-rubbing legs and sponging eyes 
and nostrils are of the greatest consequence to the well- 
being of the horse, and are to be carried out daily. Vine- 
gar should be freely used for sponging the nostrils, lips, 
docks and mangers. Wet swabs (made of horse-cloth 
or felt) should occasionally be iad on the fore feeti 
during long voyages. Fine cinders should be sprinkled 
under each horse to give him a firm hold. 

“Cleanliness and ventilation are of the greatest im- 
portance in maintaining health, and the machinery for 
these purposes should be kept in full working order. 

“When possible horses should be browght on deck, 
cocoa mats being first laid down. This is very quieting 
to horses that become excited and endeavor to jump out 
of their stalls. Instead of tying such horses down 
securely, it will be found that after they are taken out 
and allowed to stand a while they become quiet at once, 
and begin to feed again. 

“A pharmacy with medicine is provided, as well as 
an ample supply of disinfectants, including tee. for 
absorbing urine. Loose boxes are provid for sick 
horses, and there are portable boxes, by means of which 
horees can be sent on deck for an-airing. Veter§nary 
= and straps are also provided for sick horses. 

“The proportions of the articles in the rations are to be 
varied as circumstances demand. The secret of success 
in long voyages is to give only three pounds of oats to 
each horse daily, and increase proportionately the quan- 
tity of bran, which, as a rule, should be moistened and 
mixed with the oats in large, cledfi tubs, from which each 
horse’s ration should be issued at each feed, thus insur- 
ing the proper condition of the ration. The proportion 
of oats allowed may be increased on short voyages, and 
also on long voyages when the horses are nearing their 
destination. If, however, many horses get sick at any 
time on board ship, it is a good measure to generally 
reduce the oat ration, and give more bran. On long 
voyages mangers are provided for oats. Mangers shoul 
be taken off when not required, and laid down in front 
of the horses. When mangers are not provided, the 
horses must be fed with oats from the nose bag and with 
hay by hand. 

“Watering is carried out by means of tubs and buckets 
provided from the pumps uéually fitted on each stable 
deck. Horses should get at least eight gallons of water 
per diem, and be watered at least three times, and more 
frequently in hot weather. 

DISEMBARKATIONS. 

“It is better to get everything belonging to the men and 
horses out of the ship before the horses are landed, as 
the men have not then to quit their horses after disem- 
barkation. ‘The ordinary headstall and bridoon will be 

ut on before horses are disembarked; and the ship’s 

ead collar should also, when horses have to be slung 
out of the vessel, be kept on until the horses are om 
shore. If the horses can be led ashore, each man leads 
his own. If they have to be slung the process is the 
same as before described. Straw or sand must be laid 
on the wharf for the reception of the horses, and men 
must be ready to prevent them from plunging or fall- 
ing as they feel their legs on landing. The horses are 
apt at once to fall on their knees unless carefully kept 


up. 

“When it is necessary to land horses in boats or floats, 
great care should be taken in lowering from the vessel, 
especially if there is a swell. The tackle of the sling 
must be let go the moment the horse reaches the boat, 
in order that he may get his footing. On nearing thd 
shore, if no piers or landing stages are proviaed, horses 
must be made to leap out of the boats. 

“When horses are disembarked by swimming, they 
must be lowered in the sling over the side of the vessel 
without fastening the breast rope or breeching. When 
the tackle is unhooked the sling opens, and is at once 
slipped from under the horse. The neck rope should 
be hauled up and secured, and the horse’s head supported 
as before directed. If necessary, two horses may be 
made to swim ashore at a time, one on each side of the 
boat. It is important that horses should be kept at the 
point to which the others are to swim, as horses wili 
always swim toward others they see land. 

“Disembarking horses by swimming is not generally 
advisable, particularly after a long voyage, as it is liable 
to be injurious to the horses when reduced in strength; 
and the sudden transition from heat to cold is likely 
to be prejudicial, especially as the men may not have 
time to dry their horses properly. When swimming is 
necessary care must be taken that the horses are cool 
before being put into the water. 

“An executive veterinary surgeon below the rank of 
Lieutenant Colone]) always goes with a unit that em- 
ploys horses as well as with horses unassigned to com- 
mands. The allowance of veterinary officers is two to a 
regiment of cavalry, one to a field battery, six to an in- 
fantry division, six with the staff at the base and line of 
communications, one to each ammunition column or 
park, two to the staff of R. E., one to a bridging troop 
und telegraph battalion, one to a field park of R. ., one 
to a balloon section, one to a field company of R. E., 
three to a mounted infantry battalion, with machine gun 
section: one to a bakery company, three to a depot bat- 
talion, four to a remount depot, and two to a sick horse 
depot. pccemapenynas these, there are always Farrier 
Q. M. Sergeants, who compounds and administers all 
medicines, and the Farriers of lower grades and the 
shoeing smiths are under the C. ©., subject to the di- 
rections of the veterinary officers.” 








It seems as if the experiment of enlisting natives of 
Porto Rico into the American Army will prove more 
successful than was anticipated. In the case of the bat- 
talion organized in Porto Rico, which was completed last 
week, the material selected has been reported good, and 
the prospects favorable for its development into a use- 
ful y of men. his new organization is under com- 
mand of Maj. L. P. Davidson, and is the only organiza- 
tion of its kind in the Army. The other officers are: 
Capt. Maginaie, Capt. Latrobe and Capt. rage, Ist 
Lieuts. Ord, Hamilton, Briand and Raymond, 2d Lieuts. 
Cooper and Nadal. A letter received in Washington 
from Lieut. Briand speaks in high praise of the compo- 
sition of the battalion. He reports that the men are, 
very respectful, obedient, willing to learn; they take 
great pride in being soldiers of the United States Army. 
and always dress very clean and neat. The officers of 
the battalion take great pride in the battalion, and hope 
to place it on an equal footing as to fighting qualities 
with American soldiers. 


: —_—_—_—— 
COLONEL READE’S REPORT. 

A report by Lieut. Col. Philip Reade on his inspectio, 
at-Havana of the 2d Art. has been received at the War 
Department by Inspr. General Breckinridge. 

Col. Reade’s report is very voluminous, and deals ex. 
haustively with every branch of the military service 
it was observed by him in his inspection of the artillery 
regiment. He criticises freely the lack of instruction jp 
the use of the small arm weapon and the general neglect 
of target practice. In concluding his report he call 
particular attention to the fact that he observed but |i. 
tle instruction in the use of firearms. As to solution of 
practical problems in minor tactics he remarks: “Ny 
problems, no efforts made to solve euch,” and, referring 
to the soldier’s handbook, he says: “The majority of the 
men in ranks do not know of the existen 
publication.” The knowledge of terrain, space, range, 
ete., he states is at its minimum. Under the head of 
aa lyceums and schools” he remarke: “None. Some 
officers and the majority of men are lacking in military 
instruction or experience.” The following is taken from 
the closing paragraphs of the report: 

“Provost guard and sentinels vs. policemen: Conflicts 
of authority, based upon a misunderstanding of respec. 
tive functions and limitations, have Havana, 
and probably will continue to, until respective jurisdic. 
tions are determined and understood alike by the repre- 
sentatives of civil and of military authority. 

“Tentage: Is so ample that the seam soldier would 
feel imposed upon if he and his ‘bunkie’ should be re. 
stricted to one wall tent. He is incapable of under. 
standing to what the exigencies of war may reduce him 
in the matter of canvas shelter.” 

“Extended order and firing exercises: Wholl}¥ lacking.” 

- nditures of ammunition and target material: Ko 
expenditures, because no practice.” 

“Weapons: Best attainable type, but no practical 
knowledge of their use exists.” 

“Instruction of recruits: Begins after their arrival at 
the organizations to which assigned.” 

“Soldier requirements: Exacting and, in Havana, very 
oxecting. Less than twenty months ago the Inspector 
General of the Army truly said: ‘Wars are half fought 
before they are formally declared.’ Dense Space ot 
the best requirements of soldiery prevails use re- 
cruits predominate.” 

“Expendable property: It is suggested that the articles 
on this list be inereased. It might include brooms, 
brushes, cans, kettles, pots, knives, forks, spoons and 
other articles of a like nature.” 

“Small arms: The actual efficiency of an organization 
depends upon furnishi it with the best implements. 
Some companies are still using rifles, carbines and re- 
volvers antedated by like firearms of projection in the 
hands of Volunteers now in service. This places the 
a oy soldier at a disadvantage.”’ 

e we is a copy of a portion of Col. Reade’s 
report, giving the names of the batteries inepected, their 
stations and commanding officers, also the Inspector's 
comment regarding clothing and drill: 

Headquarters Department of Havana, 
Office of the Inspector General, 


April 22, 1899. 
The Inspector General, U. S. A. 

Sir: I have the honor to report that I have this date 
completed my inspection of the 24 U. S. Art. (Lieut. 
Col. Wm. L. Haskin, Commanding). 

The following is a list of the officers on duty with the 
regiment at date of inspection: 

ieut. Col. Wm. L. Haskins, Maj. Jno. C. Seantling, 
1st Lieut., R. Q. M. and A. Adjt. George F. Barney, 
1st Lieut. and Asst. Surg. Leigh A. Fuller, Capt. Asher 
C. Taylor, 2d Lieut. Carrol F. Armistead, Capt. Alex. 
D. Schenck, Capt. E, B. Gayle, Capt. Robert M. Rogers, 
Capt. Lotus Niles, 2d Lieut. Rush 8S. Wells, Capt. Me- 
dorem Crawford, 2d Lieut. E, B. Martindale, Lieut. 
Edw. Carpenter, 2d Lieut. E. J. Timberlake, Jr., Capt. 
Edwin 8S. Curtis, 2d Lieut. George Williams, 2d Lieut. 
Malcolm Young, Capt. E. T. C. Richmond, 1st Lient. FE. 
H. Catlin. 

The following is a list of the officers absent from the 
regiment at date of inspection: 

Col. A, C. M. Pennington, on D. 8. at St. Paul, Minn.: 
Maj. Bdward Field, Inspr. of Artillery, Dept. of Cali- 
fornia; ry Geo. Grimes, Commanding light artillery 
battery at Buena Vista, Cuba; 8. 8. Jordan, H. F, Jack- 
son, Stanley D. Embick, John D. Miley, W. W. Hamil- 
ton, H. C. Schumm, C. C, Carter, Geo. F. Blakely, L. C. 
Brown, C. F. Parker, J. M. McDonald, Thos. P. Lam- 
areux, Jos. L. Knowlton, Louis V. Caziare, R. P. Davis, 
Edwin St. J. Greble, Bertram C. Gilbert, 2d Lieut. 
Harry L. West, Battery K, absent without leave; Capt. 
James B. Eastman, Battery L, absent sick; 1st Lieut. 
Le Roy 8S. Lyon, Battery L, on D. 8.; 2d Lieut. C. E 
Lang, Battery L, with leave; 2d Lieut. H. W. Schull, 
Battery M, on D. 8S. 

The men of the different batteries of this regiment were 
dressed as follows during the inspection: Battery |, 
khaki throughout, campaign hats, leggings and white 
gloves; D, full blue uniform, white gloves, caps and leg- 
gings; C, blue shirts, khaki trousers, leggings, campaign 
hats, no suspenders: L, khaki trousers and coats, cam- 
paign hats and leggings; B, khaki throughout, leggings. 
campaign hats and white gloves; H. blue trousers, blue 
shirts, campaign hats and leggings, packed knapsacks; BP. 
campaign hats, blue shirts, khaki trousers, leggings; K. 
campaign hats, blue shirts, khaki trousers and leggings: 
M, blue shirts, khaki trousers, campaign hats and lez- 
gings; G, campaign ‘hats, blue shirts, khaki trousers, 
leggings. 

CLOTHING, DRILL, HEADGEAR, ETC. 


It is a_study in color to inspect a regiment clad in 
khaki. When original packages are opened, shades of 
brown, sepia, snuff, pea-green—even canary-green—are 
noted. When donned by the men, a littl sunning either 
deepens or lightens these shades, and new tints are dis- 
covered. After washing, the khaki suit begins to be- 
come more uniform in color. Of course, the suits shrink 
some. I asked an officer what, in his opinion, was the 
chief recommendation of khaki? He replied that khaki 
had the merit desired by the boarding house mistress in 
wen plates, “Any color that wouldn’t show dirt.’ 

A trouble is that what is called khaki is not khaki. 
The cotton drilling used by the contractors about a year 
ago, on emergency orders from the Government, in mak- 
ing what were called khaki suits, varied as ro texture. 
color, weight, etc. This uniformity was, perhaps, u2- 
avoidable. e — admirably served their pur- 
pose, and in the Province of Santiago, also at Tampa. 
were welcome substitutes for Kersey trousers and for 
lined flannel blouses previously worn by our soldiers in 
northern latitudes. e minor details now criticised 
were then unimportant trifles, but criticisms in these re- 
ports are now fair. $ 

There are several shades of color in the campaign hat* 
issued by the Quartermaster’s Department and worn by 
the 24 U. 8S. Art. Some are gray. some are drab, some 
are almost purple. All should have beneath the sweat- 
band an inner band or corrugated stiff material, thue ad- 
mitting of ventilation. None are so provided. They can 
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be had in ‘the stores of retail hatters in New York. The 
additional cost of such a deviee would be about ‘two 
cents, Men will, and do, mutilate their campaign hats 
by slitting the sides to ensure ventilation. 


BATTERY STATIONS. 
VEDADO—EL MORRO—CABANA. 


Lieut. Col. Wm. L. Taskins, Commanding 2d Regi- 
ment U. 8. Artillery,"has with him here, or near here, 
headquarters staff and band, together with the following 
named batteries: C, Capt. Alexander D. Schenck; M, 
Capt. BE. T. C. Richmond; D, Capt. Edward ®. Gayle; 
|, Zd Lieut. Bdward J. Timberlake, Jr., and L, 2d Lieut. 
Maleolmn Young. The field and staff ——- 7 Maj. Johu 
(. Seantling and Capt. George F. Barney? R. Q. M. and 
Acting oe of the regiment. Battery B, Capt. A. 
€. Taylor, is supplied from here. Vedado is about three 
miles from Havana, westward. It is a suburb of Chor- 
rera, and lies about one-half mile north of Bl Principe. 
Much of Vedado is given over to fine residences of the 
rich people of Havana. These dwellings are surrounded 
by luxuriant gardens and tropical embellishments. <A 
belt-lige—a «team dummy—connects the towns of Chor- 
rera and Vedado with Havana. The dummy line ends at 
(‘horrera. The artillery is encamped on high ground, not 
far frem the camping grounds ef the 3d Squadron, 7th 
U.S Cav., and the Colon Cemetery. The soil is light, 
and the underlying coral-and red rock, honey-combed 
with all sorts and sizes of queer looking holes, so numer- 
ous that it is difficult to find a level place large enough 
fora feot battery to fall in and form ranks. So rough, 
and irregular is the camp ground that battalion maneuv- 
ers are impracticable. This irregular ridge of raised 
sround thoroughly commands the Vedado on one side 
and the city proper with approaches thereto around the 
harbor on the. other. 

Battery EK (Capt. Robert M. Rogers) and Battery K, 
24 ‘U. & Art. (Capt. Edwin 8S. Curtis), are encamped on 
the grassy slope north of ‘the famous fortifications of 
Hlavana, Morte. Cabana. This camp was inspected 
by me:on April 22, 1899. About the middle of next 
month Battery B (Capt. Asher C. Taylor Commanding) 
and Battery I (2d Lieut. Edward J. Timberiake, Jr., 
Commanding) .will also be stationed here. 

Castillo del Morro is situated at the entrance of the 
harbor 6n. an elevation 75 feet above sea level. It is a 
sea coast fort, with flanking barbette batteries east of 
harbor entrance. The name given to the water battery, 
having a field of fire across the harbor’s mouth, is “The 
‘Twelve Apostles.” La Cabana is a stone bastioned work 
with both land and water front, in rear of the Morro, 
and direetly epposite the city of Havana. Behind Ca- 
bana. en the low, grassy bluffs, two batteries—E and K, 
2d U. S. Art.—are encamped. Cabana is reached by 
an irregular ferry from Havana; fare ten cents. Both 
Morro and Cabana are picturesque, but it is said that 
if large guns are fired to any great extent from either, 
some of the walls will crumble. One heavy shell strik- 
ing the “T'welve Apostles” would destroy the whole 
place. The location of the secret passage between El 
Marro and Cabana is known. 

THE PYROTECHNICA. 

The structure called the Pyrotechnica was a small arm 
cartridge ‘factory. It formerly turned out Remington 
cartridges, About 1807 there was installed mere ma- 
chinery for the manufacture of Mauser cartridges. Ex- 
josives are said to have also been manufactured there. 
Habana has no powder works. The Pyrotechnica was 
an inmportant plant for the Spanish. The building is on 
clevated ground in the Vedado region. At the breaking 
out of the Spanish-American War—23d of April, 1898— 
the small arms armament of the Regulars and Volun- 
teers and Guerillas of Cuba, on hand, in depots, artil- 
lery posts and storehouses of all of the divisions of the 
Army in the island, was: 


Mauser rifles and carbines............. 131,015 
TO ee Bor o> . 137,974 
i ER « ot, Sek tins «a tt os os > & 14,000 

Total oo oe, OU 


Of this total, only about 30,000 were new. 

Battery I, 2d Lieut. Edward J. Timberlake, Jr., has 
been stationed here since January 16, 1899. This camp 
was inspected by me on April 15, 1809. About the mid- 
dle of next month Battery I is to be transferred from 
here to Cabanas, and Battery H (Capt. Medorem Craw- 
ford), is to be transferred from Jesus del Monte here. 

SANTA CLARA. 

Battery G, 2d U. 8. Art., Capt. Lotus Niles, now has 
its tents inside of this fortification. This camp was in- 
speected by me April 2, 1899. This sea coast battery, 
named Baterfa de Santa Clara, in honor of tne Gover- 
nor of Cuba, the Count of that title, lies about 100 yards 
from the shore of the gulf at a point where the line of 
hills to the westward runs back into quarries, thus oc- 
cupying a low salient, backed by a hill in rear, with a 
command above the sea of about 44 feet. The work is 
purtly built in- the natural rock, a soft limestone, with 
walls partly of this rock, partly of loose stones and ce- 
nent, a sort of rubble called ““mamposteria.” 

BATTERY LA REINA. 

Battery L, 2d U. S. Art., 2d Lieut. Malcolm Young, 
now garrisons this casemated work ef soft stones. This 
station was inspected by me April 15.. La Reina Battery 
stands directly on the shore, close to the western edge, 
Near by are the Hospital of San Lazare, the Leper Hos- 
pital and the Foundling Asylum. The walls rise about 
20 feet from the low shore, which is not more than a 
foet or -two above. the sea. It is without fuee covers, 
‘The sea face is pierced by embrasures; the land face, al- 
nest vertical, is loopholed for musketry, and has a few 
small eurbrasures. The shore line is banked with sand, 
thus forming a parapet about 35 feet in height. Over 
the casemates on the sea face is a parapet of earth, ten 
to twelve feet thick. Some old Parrotts, 6-inch, and two 
t-inch Ordefiez, are mounted en barbette over the case- 
mates. It was intended by the Spaniards to be gar- 
risoned by 250 men under a Captain of artillery. Its fire 
was seaward. Torréon de San Lazare, mentioned as 
opposite Fort La Reina. was erected in 1556. 

JESUS PEL MONTE—LA FUERZA. 

Battery H, 2d U. S. Art., Capt. Medorem Crawford, 
now garrisons this small summit, This station was in- 
spected..by ane April 18, 1899. Jesus del Monte is the 
highest elevation within or adjacent to the city of Ha- 
van. It is 220 feet above the level of the sea. The 
Western Railway is near, and horse cars run to it. Jesus 
del Monte is so situated that it could, with small guns, 
silenee or destroy that magnificent example of the cen- 
tury age fortification, Cabana, with its possible garrison 
of. 10,000 men. About the middle of next month Capt. 
Crawford’s battery will be transferred from her to Pyro- 
teehnien, 

Co. G. 8th U. 8S. Inf., Ist Lient. Merch B. Stewart, i« 
now—April 22, 1899—billeted in La Fuerza, near the 
Plaza de Armas,.and next to the palace occupied by the 
Governor General as an office. Of late La Fuerza has 
been used for barracks and public offices. 


Oluses Mortar Battery No. 3, where Battery D, 2d 
Art., Capt. Edw. BE; Gagle is stativned, is a shore bat- 
tery situated on the seacoast between Santa Clara and 
Chorrera. The dummy steam street railway track from 





Havana to Chorréra passes just’in rear of it. Arma- 
ment: Four 8.25-inch Howitsers, Ordonez; four 8-inch 
Howitzers. Ammunition: 1,000 rounds. 

Battery M, 2d U. 8. Art., Capt. B. T. C. Richmond, 
commanding, is to be stationed at Canones, Battery No. 4. 
It is a shore battery, situated on the seacoast een 
Santa Clara and Chorrera, now far westward from Bat- 
tery No. 3. ‘The steam dummy street railroad from 
Chorrera to Havana passes in the rear. Its armament is 
two 9.5-inch Ordonez, new; two 6-inch Ordonez, new ; 
four, 4.3-inch Howitzers. 

_ Battery ©, 2d U. S. Art., Capt. Alexander D. Schenck, 
is to be stationed at Chorrera, Battery No. 5. It is 
situated on the seacoast between Santa Clara and Chor- 
rera. The railroad from Havana to Chorrera passes just 


Armament: Three 6-inch Hontoria, four 


in rear of it. 
new, two 6-pounders, 


6-inch Krupp, four 6-inch Ordon 
rapid-fire Nordenfeldt, two 2-inch rapid-fire. Wxcava- 
tions for nine more 3.75-inch Krupp guns were sta 

on either side. These are the ones that were formerly in 
the Mariel-Majana trocha. 


Col. Reade recommends that officers of the Medical De- 
partment and Commanders be enjoined to not confine the 
education of recruits to drilling under arms. Bxistin 
orders require that instruction in some of the details o 
sanitation and self-care be imparted to all enlisted men 
of the Army by- their company officers for at least four 
hours in each month. The Colonel tells of a visit he had 
from a wealthy Cuban who wanted to pay $100 for his 
admission to American citizenship a for putting 
his wayward son into a reformatory. The money was 
to be divided between Col. Reade and a Cuban who 
introduced the applicant. Stories of similar experiences 
are told by other officers. Lieut. Col. Wm. Black, Capt. 
K. St. John Greble. Lieut. Col. Tasker H. Bliss says 
that bribery is not uncommon. He instances cases where 
employees of the bureau under his charge have been 
“brought up,” or have been “approached by parties prof- 
fering pecuniary inducements to do, or not to do, dishon- 
est things.” Col. Bliss is Collector of Customs of Cuba. 
He says that the venality of the Custom House employees 
was notorious, and that he has ceased to be either mad or 
embarrassed when merchant importers try to “touch” him. 

Havana is congested with men in some kind of uni- 
form; that is, garments originally furnished by the 
United States, but who are no longer under military con- 
trol. There are two classes of these ex-soldiers: First, 
honorably discharged men who have applied for, and re- 
ceived their discharge under the conditions of their enlist- 
ment, but who have not applied for transportation back to 
the United States. Second, dishonorably discharged men. 
Both classes are marked by one feature, viz., improvi- 
dence, and their condition becomes distressing. In their 
desperation, they hold indignation meetings, regard every 
decent representative of military or civil authority as a 
natural enemy. There is but one step from this condition 
to communism and crime. 

The inspecting officer further reports that his in- 
spection of the 2d Art. did not include the details of 
Artillery duty, for the reason that the regiment is 
equipped as infantry, performs guard duty as infantry. 
It is mainly composed of recruits. Col. Reade says: “Re- 
garded as Artillery, the 2d U. S. Art. is inefficient; re- 
garded as Infantry, its officers make no complaint, even 
by implication; neither by word or insinuation has any 
one in my presence indicated dissatisfaction with the 
assignments, duties or armament. That the regiment is 
inefficient as Artillery is not the fault of any one. Be- 
fore progress can be made in establishing efficiency as 
Artillery proper, the men will have te be given drill, using 
the implements of Artillery. Nine of the battery. officers 
now doing duty with the regiment are graduates of the 
Artillery School, viz.: Capt. A. C. Taylor, Capt. Robert 
M. Kogers, Capt. Alexander D. Schenck, Capt. Edwin 8. 
Curtis, Capt. Medorem Crawfora, Capt. Lotus Niles, 
Capt. E. E. Gayle, Capt. George F. Barney, 1st Lieut. 
Sidney 8S. Jordon. ‘The two batteries of the 2d U. 8. Art. 
on duty in the Department of Havana are foot batteries, 
armed and equipped as Infantry, and doi guard duty, 
etc., as infantry. Nothing can take tne place of actual 
firing in properly familiarizing any command with the 
proper management of its weapons. 

Of the 1,395 enlisted men of the 2d U. S. Art. present 
for duty at this station, one man only has been in active 
campaign. The number in military service for a less 
period than one year, is 1,028. Probably 1,000 men of 
the regiment have never fired a ball cartrid from the 
weapon furnished them by the United States for offensive 
purposes. It is claimed that there has been no range or 
time, or opportunity, for instruction in, or prosecution 
of, small arms firing, or any other class of firing, by even 
the recruits of this regiment. Further, that it is not the 
fault of any officer or man that three-fourths of the 
U'. S. soldiers are so woefully unacquainted with the high- 
est use of their rifles, viz., to shoot—hitting, with meas- 
urable accuracy—what they are told to shoot at. 

This feature of a soldier's education is too important 
to be longer neglected. It is respectfully submitted that 
adequate facilities and area sufficient for small arms rifle 
ranges can be had on the beach back of Cabanas and 
Morro. An officer should be detailed to take charge of 
small arms practice. A range officer should be appointed 
and required to nidke timely estimates for the material 
and labor required to place the range in condition for the 
target season, as well as the selection of the range, loca- ~ 
tion of the different firing points, etc. The old-time con- 
nections are severed, and the regiment will lose not only 
its military identification, but also its effectiveness, unless 

the mass is leavened by the assignment of veterans. The 
2d U. 8. Art. will shortly be a regiment of unacclimated 
recruits, and the officers be transferred into drill Ser- 
geants. If the reasons of location or climate are ad- 
vanced as a cause why target practice cannot be had 
here, it is submitted that such be required to be had at 
Columbus Barracks, or some recruiting depot of concen- 
tration before sending recruits to this department. Bet- 
ter yet would be the effect of instruction from the War 
Department to all recruiting officers to specially enlist for 
the organizations serving within the limits of this de- 
partment, former soldiers of known qualifications, and 
none other. 
RATIONS, 


Shelter tents should be made twelve inches longer. 
Centracts for wall tents should specify the insertion of a 
pouch or pocket, having a flap at the back. and also one 
on each side. Occupants of such almost invariably at- 
tach some kind of a receptacle for towels, toilet articles 
and soiled linen, etc. Such receptaclés should constitute 
a part of the tent when bought by the Government. The 
only objection to the drab or tan colored tents appears 
to be that, at first, they so far exclude the light when the 
stn is obscured, as to prevent reading or writing. In this 
region, these tinted tents so quickly fade as not to be dis- 
tinguishable from white canvas. Possibly they were 
pieceslyetl instead of fiber dyed. The quality of the tents 
has not been uniform or good. This is due to the emer- 
gency purchases a year ago. Capt. Medorem Crawford, 
Battery HI, 2d U. S. Art., recommends the following as an 
improvement in tents: Lengthen spikes in uprights; add 
a second light ridge pole and a short section of upright 
pole bored lengthwise for spikes, It, fly wall "be 
raised and afford better protection from heat and rain. 


TENTAGE 
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Crawford also recommends the following: “Add to the ra- 
tion four ounces fresh lettuce or cabbage.” 


RECOMMENDATIONS BY COLONEL READE. 


_I recommend that lockers and mosquito bars be fur- 
nished as pert of the barrack furniture ; also camp stools, 
more chairs and hammocks. Further, that the equip- 
ment a soldier, not under canvas, ‘lude k 
bags. Reference had to par. 12 and . 421, Fir- 
ing Regs for ll Arms for the U. 8. Army— 

tion 1 t is recommended that regimental com- 
manders be required to designate an officer to perform 
the duties of range officer, as defined in S. A. F. gr That 

Medica! Officers on duty with troo practically. tad per- 
sonally instruct all line officers in first aid for injured. 
Further, that the system of instruction for the men in 
such, including duties of litter bearer and instruction 
in the methods of how to help themselves until they can 
receive surgical attendance, be ordered resumed. Bullets 
are not the most deadly things in campaign. 

Par. 230 of the Army Regulations has been a dead issue 
during the past few months. Simulated practical experi- 
ence of our troops in military field exe hasty cover 
battle exerci etc., ceased with our declaration of war 
age inst Spain in April last. Three-fifths of our troops, 

and men, have had neither practice nor theory in 
this feature of military life. Our Army is largely com- 
posed of inéxperienced officers and untried recruits, but 
no time is now devoted to either school or practice. 

The majority of the men now in ranks do not know the 
names of their equipments; do not know the number of 
their squad, or © is in charge of it; do not know the 
condition of their cetiing accounts; do not know what 
the Soldier's Hand Book imparts; do not know the com- 
ponent parts of the ration; do not know how p rly 
to take care of their own Sqnipesents ; are not imbued 
with the spirit of military traditions; do not know the ex- 
tent of their own ignorance upon matters considered ele- 
mentary a year ago. The men are willing enough, but 
being wilting is hardly being ready. 

efficiency reports required by lines 4, 5 and 6 of 
this paragraph by regimental officers throu the - 
mental commanders will hardly be fair indices of the 
qualifications of the officer who has to report upon his 
own efficiency. 
The average length of the military service of the six- 
teen line officers now serving with the regiment is twenty 
years, counting in Cadet service and service in the ranks, 
either in the Permanent or Volunteer establishment. 
Trained company officers only can teach the important 
lesson in its details, of how best to meet the requirements 
of the new life. In other words, I recommend that re- 
cruits be sent, first, to a depot for pemeesy instruction 
instead of being sent direct to the organizations with 
which they are expected to serve. What we want here in 
Cuba is men who partially know their rudiments, instead 
of having to break them in after their arrivel. Some 
ideas of equipssent, drill duties, sentry duties, responsi- 
bilities, subordination and organization should be im- 
parted to the green recruits before they are sent to Cuba 
to assume the duties which require in their maximum the 
knowledge and possession of the highest duties of a sol- 
dier. e most important requirements are target prac- 
tice and extended order drill. The majority of the sol- 
diers of the 2d U. 8S. Art. have had neither. For this 
eee the officers are not at fault; the men are to be 
p 4 


-— 


OUR TRANSPORT SERVICE. 


We are glad to see that the good record made by the 
transport service gives every sign of being continued. 

re is a commendable promptness in getting new a4 
ready, and we observe that the latest improvements in 
securing comfort for those on board are being utilized. 
The latest additions to the transport fleet made by Col. 
Bird, the Assistant Quartermaster General, are the sve 
of Puebla, Columbia, Charles Nelson, Belgian King an 
City of Sydney. It is proposed to use these vessels in 
connection with the regular Pacific transport fleet for the 
transportation of the ten Volunteer regiments first au- 
thorized. The three big transport ships, Logan, Meade 
and omas, now undergoing repairs in the t. The 
two first named are now in process of refitting and renoy- 
ation in Brooklyn, and the Thomas is being remodeled at 
the Cramps’ shipyard, Philadelphia. It is contemplated 
that each vessel will carry one entire regiment and one 
battalion of another regiment, with ample room for the 
wives and families of the officers and non-commissioned 





rs. 
On the main deck will be the quarters for the crew 
and petty pacers, non-commissioned officers, messtooms, 
shower * s for the soldiers, firemen and crew, a hos- 
ital with an isolation ward. operating room and diet 
eee a meat chopping machine apes by electricity 
ith a capacity of pounds an hour; steam cooking 
anparstas, a distilling apparatus, cold storage oan 
with butcher shop adjoining; dough mixing and ee 
rinding machinery opera by electric motors; quarters 
or non-commissioned officers’ families, two steam 
launches swung in davits, four new twenty-seven foot life- 
boats, in addition to the present outfit, and eight life 
each with a city of twenty-five people. 
ere will be metallic folding bunks supported by steel 
tubes, arranged three in a tier, and shower baths and 
refrigerating apparatus for preserving the fresh ment 
to be issued en route. The bridge and spar decks will 
almost entirely be given up to the ship's officers and the 
Army officers. Forward, on the spar deck, there will be 
a writing room for enl then. On the spar deck there 
will also be a dining room for officers. with a seat 
capacity of sixty. ‘wo six-pounder rapid-fire guns wi 
be mounted forward on the spar deck and two aft. 
There will probably be 700 tiers of bunks for the men 
arranged on = = =. A below oe -— eo. leaving 
ample room for gerat apparatus a ores. The 
oo of altering the three vessels will be about 
A statement made by the Quartermaster General says 
that the following ships wiu be available to carry the 
first ten regiments a recruits to Manila, geting them 
down there about the Ist of November: Anes 1 aren 
Cofambia. Charles Nelson, Sherman, Pelgian King, Han- 
cock, Grant. Tacoma. Sheridan. 
Valencia and Zealandia, with probably two or three - 
tional chartered vessels. In addition to the aboye ships, 
for the purpose of carrying the second ten regiments, are 
a Knees, One. Bader: One be ed Paul, 
nia, Morgan City, Senator. . ydney 
Puebla from San Franciece and the Thomas Lagan and 
Meade from New York. 
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Oe Lades: aches walivedeeienneunren ened: 
Wille Ui wonnai Regus BF eae ede 
a detachment of the “me 
The Americans encountered*a large force of insurgents 
and drove them frem their positions. Lieut. Cole, ofthe 
6th Infantry, with 80 men, enconntered 100, insurgents 
intrenched in the niountains of the Island-of Negros, 
and routed them after hour and ‘a half of severe 
fighting. The Americans three men, slightly, wound- 
ed. Nineteen dead insurgents .were..counted in the 
trenches. Six rifles and a quantity of reserve ammuni- 
tion were captured. The insurgents | recently cut the 
cable in Laguna de Bay, leading to.Calamba, on the 
south shore of the lake, but the break has been repaired. 

While a reconnoitering party ‘of ‘the 24th Inf, ‘under 
Capt. Charles J. Crane, was crossing the Mariguina 
River on a raft August 21 fhe hawsér broke. The cur- 
rent, very swift at that point, caused the raft to capsize, 
drowning nine enlisted men. ~ 

The United States transport Tartar, from San Fran- 
cisco ‘July 24, with General: Joseph Wheeler and: his 
daughter, troops of the 19th’ Inf., and more than $1,300,- 
000 in coin, has arrived. General Wheeler, who was 
well, landed and reported at headquarters. 

The board appointed to inquire into the grounding of 
the cableship Hooker’ finds that the tavigator was care- 
less. 

Dr. R. C. Warne, Major and Surgeon of the 1st Regi- 
ment, South Dakota Volunteers, is reported to have been 
arrested by Col. Alfred 8S. Frost, of the South Dakota 
regiment, whom, in a Jetter sent home, the Surgeon ac- 
cused of selfishness. 

The Connemaugh, with 261 horses, arrived at Manila 
Aug. 18, 

‘Mii reports from the rebel. territory agree that the 
scarcity of need is increasing and that the rebel com- 
manders at arri and other Bee ys refuse to obey 
Aguinaldo’s a er in regard to sing the ports held y 
the rebels against American ships, and, say that any 
ship bringing stores will be welcomed. Several shi 
from Manila are at such ports. Hundreds of peop 
come into Manila daily and return to the rebel io. 
with food and other commodities.. The guards stationed 
along one road reported that 5,000 persons passed 
through the lines in three days, and that forty-five tons 
of rice were carried out in ee oe en the same 
road in ten days. Much of this undoubtedly goes to aid 
the rebels, but the authorities permit this traffic from 
motives of charity toward the women and children, who 
undoubtedly are suffering, 

General. McArthur is’ establishin 
ments in the villages north of Manila. 

The Mayor of Balinag, the first town in which civil 
government was established by Sroneral Lawton, who has 
been arrested for alleged treac to the American cause, 
has been brought to Manila, 7 e is specifically accused 
of soliciting funds for the use x the inqacgpate and com- 
municating with the enemy. He says that he is the vic- 
tim of spite. It is believed that he holds the rank of 
Colonel in the insurgent service. ‘The Mayor of San 
I'edro Macati, with five accomplices, was a at 
uight in a brickyard near the town. There is abundant 
evidence that they were recruiting for the Filipino army. 

Three Spaniards who have been held as prisoners by the 
Filipinos’ forthe past year have arrived at Calamba. 
These men say that the Filipinos have one regiment fully 
equipped with Japanese rifles, but the supply of ammuni- 
tion for these. weapons is .limit 

General Joseph Wheeler and his daughter visited the 
hospitals in Manila Aug. 23. They expressed great satis- 
faction at their condition. 

The Secret Service authorities are on .the trail of the 
reported Japanese filibusters along the coast: 

The transports Zealandia and Valencia sailed for San 
Francisco Aug. 23. 

General Frederick Funston, according to a : pewseper 
report, has been temporarily relieved from duty at n 
Fernando, and will go to the Second Reserve Hospital to 
receive treatment necessitated by the reopening of a 
wound incurred while in the Cuban army. It is thought 
General Funston will not again return to active duty, as 
his term of service will expire Sept. 2, and he has 1p- 
quested and receivéd permission to return to the United 
States with the Kansas Regiment. 

The United States cable steamer Hooker, which is 
stranded on a reef in Corregidor Harbor, has been thrown 
on her beam ends by the heavy seas. There is only the 
smallest possible chance that the 100 miles of cable on 
board the Hooker can be taken off the ship by the gun- 
boat Espana. The Hooker is pounding hard on the rocks, 
and the chances of saving her are regatded as hopeless. 

After the San Fernando engagement the rebels at- 
tempted to dissuade the’ Americans from a further ad- 
vance northward by menacing railroad communication. 
Several hundred of General Pio det Pilar’s. men crossed 
the Rio Grande, between the American outpost towns, 
and threatened Balinag, Quingua and other places with 
small American garrisons, while on Sunday and Monday 
nights smaller bands tried to tear up the railroad track 
at several points between Bigaa and Malolos. Reinforce- 
ments of American troops. however, were sent along the 
railroad from Manila to San Fernando, while the forces 
at Balinag and Quingua sallied out against General Pio 
del Pilar’s men and the rebels were easily driven away. 


municipal govern- 


<i 
a al 


Twenty-six candidates were given permission on Aug. 
25 to appear before the Examining Board in Washington 
for appointment as 2d Lieutenants. There are thirty-six 
vacanc ies. 





SETTLING WITH THE SULUS 

General Bates has returned from the Sulu Islands, hav- 
ing successfully accomplished his mission there. After 
five weeks of negotiation, with much tact, an agreement 
was signed, which, in substance, is ‘as follows: ‘“‘Ameri- 
can sovereignty over Moros shall be recognized, and 
there shall be no persecution against religion; the United 
States shall occupy and control such parts of the archi- 
pelago as public interest demands; any person may pur- 
chase land with the Sultan’s consent; the introduction of 
firearms shall be prohibited; piracy shall be su 
the American courts shall have jurisdiction, except co 
tween the Moros against foreign imposition, and the Sul- 
tan’s subsidy from Spain shall be continued.” The Sul- 
tan and several chiefs signed the agreement. 

The Sulu or Iolo archipelago consists of 948 sq 
miles-of territory, in which are about 100.000 inhabit. 
ants. The islands are divided into the following groups: 
Sulu, Tapul, Balanguingui, Tawi-Tawi, Kecuapoussan, 
Tagbabes and Pangutarang. There are about 150 ie- 
lands in all, and the Sultan claims dominion over a por- 





any.of smaller Borne; Spain did om a 
es of Oe Siren lacowe banda, whe tre. sac 
escribed as,intelligent and very indu jus. 

The & ws is said to be ex rich in minerals. 
Considera coal exists, together with iron, copper and 


gold, the last named probably. in dance. Pearl 
oysters and “Spipene ——_ are important industries. 





“FROM THE ISLANDS. 


The payment of Cuban soldiers. precipitated a riot at 
Cuevitas, near Santiago;on August 22: Five thousand 
Cubans. gathered there, but only a few hundred were 
paid. The rest grew turbulent, and United States troops 
had to protect Col. Moale, the disbursing officer. The 
rioters then attacked the police, who fired, killing three 
and wounding thirteen. Press despatchs say that Gén- 
etal Brooke is disposed to suspend further payments, 
being disgusted at the fraud and thievery said to be rife. 

General Wilson has been making a tour of hie de- 
partment, which comprises the provinces of Matanzas 
and Santa Claire. 

The public health reports given out at ‘Washington 
show that the deaths from yellow fever at Havana from 
Jane 30 to August 4 was five, and the total cases twenty. 
The number of fever deaths in Havana in recent years 
have been as follows: 1885, 178; 1886, 182; 1887, 540; 
1888, 489; 1889, 408; 1 1; 1 1892, 364; 
1893, 517; 1894, 358; 1896, 753; 1897, 1,191. In 1804, 
when the deaths were only 358, the month of July 
showed 73 deaths. The large decrease is considered a 
great tribute to the American methods of reform. 

General Ludlow, at Havana, has appointed a.commit- 
tee of doctors to investigate the yellow fever there. They 
are to report immediately each case, and to take meas- 
ures to isolate the victims. 

General Juan Isidro Jiminez, aspirant to the Presi- 
dency of Santo Domingo, was arrested on board_ the 
steamer Menendez in the harbor of Cienfuegos by Capt. 
Stamper, Collector of Customs. His arrest is said to 
have been inspired by a notice from the Government of 
Santo Domingo that his departure from Cuba would be 
a menace to the former country. General Jiminez was 
confined in the Union Hotel after his arrest. Recruiting 
for the Dominican rebels has been boing on quite ex- 
tensively in the eastern part of As soon as Gov- 
ernor General Brooke heard of the ridite he ordered the 
release of General Jiminez. The Dominican province 
of San Pedro Macoris has proclaimed a revolution in 
favor of Jiminez. Government troops were defeated at 
Monte Christi. 

A circular issued by General Davis to the Alcaldes of 
Porto Rico says: “It has been brought to my notice that 
at some places in the island laborers decline to work. 
or strike for higher wages. saying that it is not neces4 
sary for them to work, as food and clothing are provided 
for them by the Government. I request that you will 
explain to the laborers that the contributions are from 
generous people, whose belief is that the recipients are 
suffering from the effects of the hurricane. Should if 
become known that the laborers decline to work, the con- 
tributions will cease.’ 

The secret police discovered 150 rifles in a house on 
San Isidro street August 23. and seized them on sus-' 
picion that they pepased to General Jiminez, the. aspir- 
ant_for the Pr of Santo Domifgo. 

The transport - Ohio 0, en route to Manila, arrived. at 
Honolulu August 4. The Hawaiian “Gazette,” refer- 
ring to her arrival says: “On board the United States 
Army transport Ohio are two companies—24t men—of 
the 19th Inf. and 476 recruits for the Army of the Phil- 
ippines. She will take on about 200 tons of coal and 
sail to-morrow for Manis. The officers on board the 
Ohio are Maj. O. J. Sweet. 23d Inf., Commanding: 

L. Collins and wife, 23d Inf.; Capt. H 


Capt. C Rob- 
erts, 19th Inf.; Lieuts. Brnest Hagedorn, ier Inf.. 
Transport Quartermaster and Commissary: J. M. Gra- 


rom 19th Inf.; W. Noyes, 23d Inf., Adjutant; F. 
Lang. 9th. Inf; e a Von. Schaick, 4th Inf.: W. &: 


Wright, 19th Inf.: E. Kent, 284. Inf.; W. A. Hunt, 
19th Inf.; Snres, T. % Driswell, U. A.: G. L. Hicks. 
U. S. Lawrence, AY, ‘Clerk: G. C. 


Schneider, Quartermaster’s Clerk. Misses Duckworth. 
McCloud, Ridley, Macauley and Mahlun are the Govern- 
ment nurses on hoard. 

The transport N+ wort arrived August 24. Pvt. El- 
mer Raymond. Co. ©, 19th Inf.. died on board August! 
7 of urwemia. There were no other casualties. 


OFFICIAL DESPATCHES. 


Manila, Aug. 18. 
Adiutant General, Washington: 
Killed—Near San Fernando. 9th Inf., August 9, K, 





William N. Munéon; near Bustos, 3d Inf., 14th, M, 
Charles A. Brooks. 
Wounded—Near San Fernando, 12th Inf., 9th, F, 


Corp. William Barnes, arm, slight; M. George Plummer, 
abdomen, severe; 5ist Iowa, E, 2d Lient. Lamont A. 
Williams, leg,- severe; 22d Inf., H. William Kneis- 
ler, leg, moderate; 17th Inf., H, Corpl. Samuel H. 
Lamb, thigh, severe; 10th, E, W ‘iliam Rupel, chest, mod- 
erate; 13th, G, George W. Sharp, forearm, moderate; 9th 


Inf., 9th, James Linton, slight; G, George H. 
B. Strauch, neck, severe; at Angeles, C, Richard E. 
Keenan, leg, severe; 13th, I, Henry P. Shierloh, foot, 


moderate: at Santa Rita, 12th. E. James Brown, fore- 
arm, slight; near San Mateo, 24th Inf., B. Louden Ware, 
head, slight; near Quinga, 3d Inf., 13th, B, William Fos- 
ter, leg, severe; at Angeles, Ist Art., E, William Gartz, 
leg, moderate, OTIs. 


San Juan, Porto Rico, Aug. 18. 
Secretary of War, Washington. 

I suggest that all relief committees in States report to 
central committee appointed by you, and all funds col- 
lected deposited in New York or Washington to its credit, 
funds to be used at present for purchase of tood, clothing, 
medicines, etc. Atleast 1,000 tons of food should be 
shipped weekly until further notice. Have now fairly 
full report from .whole island. Cannot reduce previous 
estimate of 100,000 to be fed or assisted. Am starting 
public works as rapidly as possible and hope soon to get 
large numbers on self-sustaining basis. If local com- 
mittees act without concert duplication and waste would 
be sure to result. Therefore suggest central committee to 
regulate this, and would give assurance to contributors 
that donations will be wisely handled. Send all clothing 
and medicines offered. Fully one-half beans and rice 
should be. shipned in sacks weighing one hundred pounds 
ner sack, for it must get to the interior on pack animals. 
The sacking material will be useful for me 

AVIS. 





‘ Havana, Aug. 19. 
Adjutant General, Washington: 

Sidney H. Bryant, Marine Corps. died 18th at Ha- 
vana, of yellow fever: Charles T. Brown, F. 8th Inf., 
died of chronic nephritis. . BROOKE, 


one veterinary ‘su 


employees, 'forty-sev even orees and 28 


ee pr — Aug. 19. 


*» utant General, W. : “wr tee eo 
“eps Sirota ae seek fates 


A tan, General, W myDit tres 

sailed af 8 c'olock last, night eattying 
Capt. Serie Inf. ;: Lieut. Koebler,; 9th id 
Surgs. Mitchell, Marron and Stockard; -fajc. 


manding battalion Marine Corps, séventeen » 362 
men, three casuals from Presidio, » seventeen tonne 303 
3d Art. 3; 3d ot os Ath Inf 6; Gth Inf, 1; 9th Int; 
31; 12th Inf., 35; h Infi, Mth: 
$ 41; eth Inf? M03 : aah 
5; eon Int %. 234. Inf.,(9:.0--: aerr 


Manila, Aug. 19. 


Adjutan 2 eee Washington: 

st Lieut. Alfred W. Drew, 12th Int, instantly. killed, 
and ist Lieut. Willis Ulime, same re it: peverely 
wounded yésterday in attack on’ insurgents, An- 
geles, by two companies 12th Inf.; ne other oh 








enemy rou 
Manila, Aug. 20. 
Adjuant General, Washin gton: 

Lieut. Cole, 6th Inf., eigh = attacked and routed 
100 of the enemy intrenc Tibuan, N Moun- 
tains, having three men shehtly wounded. emy left 
in intrenchments nineteen dead, six_rifl reserve 
ammunition, ~ py to be armed Taga who few 
days since cros: from Panay in small boats. OTIS 

Manila, Aug. ‘20. 
Adjutant General, Yoong : 
Deaths since last re Comiey Feed, A, 24th Laf., 


en 14th, Allie W. 1 BE, 13th Inf.; typhoid fever; 


15th, 2d’ Lieut. Joseph B: Morse, I 9th Int., acute 
tery; ci. John Smith, .K, _~ aeenanen 17th, ill 
iam Harrison, k, 13th Inf.; 1 John H. Dunn, 


D, “ch Inf., abscess ‘of liver; 19th, Sittoi h M. Kreitzer, 
F, 6th ar. general arterial sclerosis; 7th, Frank C. 
Millie, K, 2ist Inf. 


Denver, Col., Aug. 21. 

Adjutant General, Washington. 

Lieut. McNamee reports trouble at Navaj Springs, 
Ariz.. resulted trom ~ay-day of Indians on t 
Whisky given Indians by a man named Landreth, a 
gambler, who then quarre and shot an. Indian, wound- 
ing him. Then about twenty Indians attacked and killed 
Landreth. Sheriff attempted to arrest Indians at 4 a. 
m., when four Indians were arrested, held for trial, and 
all others returned to work. No further trouble expected. 
Troops returning to post. MERRIAM, Brig. Gen. 





Havana, Aug. :22. 
Adjutant General, Washington: 

Death report: Santa Clara, James Mullen, disch 
Co. H, 2d Cav, died. 20th, acute aleoholism; 
tiago, "James J, Flannigan, Co. B, 5th Int. “typhoid: 
Joseph Love, Co. F, 5th Inf., internal nee from 
fall, both 19th. 


San Jia, Porto Rieéy Aug: 2. 
Secretary of War, Washington. 

Rations frdéni Nuevitad maybe unloaded in ‘quarantine, 
but it seems to me supply can easier come from. Stwtes, 
the fear of. yellow fever from Ca waking extra précau- 
tions necessary.. Press’ reports that gt Ricans’ re- 
fused to discharge relief supplies without déuble pay are 
untrue. The McPherson arrived Saturday afternoon, 
and unloading proceeded Sunday morning: Dock’ hands 
refused work without customary Sunday pay. Soldiers 
of the Porto Rican battalion volunteeréd to take ‘their 
place, but bongshoremen returned to work when they 
learned the nature of supplies on board, and unloading 
was completed by them, Some refused any pay whatever. 
Their original strike was due to misapprehension. ° 

Stories that laborers in the interior refused to work 
because they are to be fed. by the Government is. prin- 
cipally sensational talk and hysterics. I can, resolve that 
matter easily. as no issue will be made to those able to 
work unless they do so. Cargo of the McPherson has 
been forwarded to distributing centers, and part was 
issued yesterday evening. In a few limited areas’ the 
coffee is half safe, remaining areas the crop is almost 
totally ruined, and the trees so injured that next year’s 
crop will not exceed 40 per cent. average. Bananas _ 
nished one-half the food, and sweet potatoes, beans, 
corn, and yams, all of which are grown here, su 
the other half to 50 per cent. of the: rhabitants. ' All 
the bananas, beans, rice. and corn are destroyed, and half 
the potatoes. I now estimate over 1,000 dea and 100, 
hungry, one-half this number ‘being homeless. Hunger 
will increase rather than diminish for many weeks. “as 

AVIS. 


Manila, Aug. -22. 
Adjutant. General, Washington: 
Killed.—Near Angeles, 12th Inf., Ang. 16, “Mu- 
sician Kdwin 8. Boatwright, John’ P. Brooks; "3 





ward E. Householder; 19th, I, Ist Lieut. Alfred W 
Drew. 

Wounded.—At San Fernando, Hospital‘ Corps, -9th, 
George Greenwell, head, moderate; 


Ww 

K, John. G. Tabi, foot, elight; 22d Inf., near B 
Luis, 12th, D, James O'Connell, leg, slight; 12th Tnf., 
near Angeles, 16th, 1st Lieut. William H. ia 
eye, severe; B Charles C. Knighton, arm, slight; C, 
Corp. Frank J. Raft, foot, slight; Henry Malcesus, el- 
new. severe; Fred P. Steiger, leg, moderate; D, ‘Carl 
Hermings, hand, severe; Jordan Ro , leg, slight; An- 
sel F. Ware, arm, moderate; H. am I. Messien- 
heimer, arm, moderate; L, Charles i Hayne, thigh, 
moderate: Julius Weber, knee, moderate; M, Al 
Irvin, abdomen, severe; Louis .- Stroup, 

slight; 18th, D, Musician Milton meet leg, slight: 
EK, Stephen Braddish, forearm, slight; 19th, a, st Lieut. 
Willis Uline, neck, severe. At Hetulan 1th, 

Sergt. Fred 8. Beach, thigh, moterete: | —~; ed 
near Angeles, 16th, is we H 


chest, severe; Gaadalon 
12th, I, 2d, Lieut. Tey p a McNabb » > contea 
slight. 
o~ Havana, Aug. 23. 
Adjutant General, Washington. 
Death report, 21st, Cienfuegos: Pvt. John = Rolo = 
2d Inf., Ivador Gill, 


dhed 21st, t*whoid: Satitiago, 
Quartermaster’s employee, died 21st, eel nod’ benmie. 
‘ . ‘ . Brooke. 








Manita; Aug. 24. 
Adjutant General, Washin 

neral Bates ‘return "Mission successful. Agree- 
ment made with Snuitan™ whereby sovereignty United 
States over entire Jolo Archipeligo acknowledged; its 
flag to fly on land and sea. United States to ‘occupy 
and control al] points deemed necessary. In 











~ 21. 


prings, 
tilroad. 
» a 
wound- 
| killed 
t 4 a. 
ul, and 


ibited. Sultan to assist in suppressing 
Ore to deliver criminals accused of not 
committed Moros against Moros. Relations between 





Western Mindanao friendly; ask permission to 
ae out insurgents. Reports by mail. Oris. 
Manila, Aug. 24. 


Adjutant General, Washington. 
ollowing ss Co. 
21st, new pumping 
while crossing the swol 
Ww. Pvts. William carter, John Dean, J. E. 
Johnson, Je Thomas Russel 
Millan, Hampton Kendall, George Moody. 
drowned in attempting to rescue others: Pvt. J. 


%. one private, 4tu Cav., name not yet 
Co. Id Gal kas Wien eegragnell Se. Oris. 


" Manila, Aug. 24. 
Adjutant General, Washington. , 
. Newpext arrived. Pvt. Elmer Raymond, E, 19th, died 
Aug. 7, No other casualties, Montana, enlisted 
strength 711, sailed yesterday morning. Took 4 en- 
ete "Newport sailed from Gan’ Brantiece on July 26 
with Cos. A and EB, 19th Inf., and detachment of recruits, 
eleven ofhcers and 489 enlisted men. Capt. F. H. French, 
19th Inf., commanding. 








Havana, Aug. 24. 


Adjutant General, Washington. 
\peath report, Santa Clara: Pvt. James Edwards, K, 
24 Cav., died 22, chronic nephritis. BROOKE. 


Manila, August 25. 





Adjutant General, Washington: 
‘Tran rt Ohio arrived this morning. 
Five sick left at Honolulu. k 18. 
The Ohio sailed July 26 from San Francisco with Cos. 
C and L, 19th Inf., and a number of recruits. 


No casualties. 





TREASURY DECISIONS. 

In the case of an enlisted man of the 9th Cav. recently 
before the Comptroller of the Treasury for action, he de- 
cides that a soldier who has been discharged for dis- 
ability eaused by venereal disease, and such disease was 
caused by the soldier’s misconduct, is not entitled to 
travel pay. The fact that a soldier has venereal dis- 
ease is strong evidence, says the decision, of misconduct, 
but it ig not conclusive, and may be shown to have been 


contraeted innocently. nae Mere t. 
The claim of John W. Baker, ret of the Navy, for 
difference of pay for service on the Michigan hae been 
under consideration recently, and a decision is rende 
supporting the contention of the claimant. Dr. Baker 
claimed the difference between sea pay from May 16 
io September. 1, 1898. ? 

Another decision rendered this week upon the construc- 
tien of the act of March 3, 1899, relating to pay prior 
to commission to the commissioned officers of the special 
or immune regiments in the war with Spain. The As- 
sistant Comptroller holds that each commissioned officer 
of these regiments is entitled to pay of his grade from 
the time he personally reported on or after the date his 
company, duly organized as a company, reported at ren- 
dezvous. 

Assistant Comptroller Mitchell has decided that officers 
on the retired list of the Army are entitled to the full 
pay of their rank when detailed at institutions of learn- 
ing upon their own applications. It is provided, how- 
ever, that such officers must have had at least five years 
service in Army, and that the detail shall be for- 
a period not exceeding four years. 





The Quartermaster’s Department is arranging for an- 
other large purchase of khaki to supply the new Volun- 
teer regiments with suitable tropical uniforme. Bids 
will be opened in New York August 28 for 500,000 
yards of khaki. It was only a few months ago that a 
‘ontract was placed for the manufacture of 300,000, 
vaste of the = kind of goods and uniforms have 
been made as rapidly as the material was delivered to 
the tailors. All of the men in the first ten Volunteer 
regiments are now equipped with khaki uniforms, but it 
will be several weeke before the suits will be ready for 
the men of the additional ten regiments. It is thought, 
however, that there will be no trouble in supplying the 
additional ten regiments as soon as they are organized, 
as the manufacturers are able to turn out about 2,000 
uviforma per day. 





Secretary Root is determined to place all of the Vol- 
unteer regiments in the Philippinee before the first of the 
new year. To accomplish this he has directed the char- 
tering of all the transports necessary, and during the past 
week several more vessels have been added to the trans- 
port fleet. The Glenogle and George W. Elder are two 
of the vessels charte It is estimated at the War De- 
partment that traneportation for but 2,400 troops is all 
that is now necessary to get the whole twenty regiments 
at Manila by the 1st of January. Col. Bird is now ne- 
gotiating for more vessels, and be hopes to secure the 
Port Stevens before the end of the week. The 
tary of War, referring to his determination to place the 
t in the Philippines as soon as poseible, remarked 
to the correspondent of the Army and Navy Journal: a | 
p to fire into the Philippines all of the Volunteer 
reuenant as rapidly as transportation can be procured. 


_ 





Mr. Tittman, Assistant Superintendent of the Coast and 
Geodetic Survey, has made the following statement re- 
garding the cruiee of the U. 8. Coast Survey steamer 
Endeavor in Long Island Sound: “We occasionally is- 
sue volumes designated ‘Coast Pilots’ for the use and 
guidance of mariners. At certain intervals the districts 
covered by the several coast pilots are visited by the 
teamers of the service for the special purpose of noting 
ang cha which might have occurred since the last 
investigat was made. ed dangers are exam- 
ined and compiled for the new edition of the work. A 
number of dangers have been rted from time to time 
since the last survey in Long Island Sound. In fact, 
they are so numerous that we thought it best to make an 
examination of the coast before issuing our new edition 
of the ‘Coaet Pilots.’ The Endeavor, which has just 
completed her cruise, spent about six weeks in making. 
the examinati@m. A despatch received at the Depart- 
ment states thf the .—_T has arrived at Hoboken, 


N. J. The report of cruise, ich will be chiefly 
filled with technica! details, has not yet been received.” 


The Isham method of firing high explosives was again 
tested at the Sandy Hook Proving Ground on August 23. 


The projectile was a shell invented Willard 8. Isham, 
careying aera Powe of explosive tine and weighing, 
loaded, a fi moze thaw 1,000 poset. 1s wes 
from an ordinary 12-inch sea coast defence gun, with a 
reduced charge. 





At least four of the new Majors recently selected 
were the personal choice of General Miles, and a num- 
ber of other high ranking officers a nted had his en- 
dorsement. is is the first occ: m where General 
Miles has been recognized at all by the President and 
Secretary of War in the selection of officers in the Vol- 
unteer Army. It indicates a happy change in the ad- 
ministration of the War Department. 


—_ 


Admiral Dewey, who has reached Nice, France, re- 
ceived an ovation from the populace on passing through 
the streets. As this city is on the southern shore of 
France, where Spanish sympathy is supposed to exist, 
this popular attitude is significant. The Admiral 
thanked the Military Governor for permission to land 
and drill the men at Villefranche during the Olympia’s 
stay. 





<i 








Maj. Gen. Miles on Aug. 21 telegraphed instructions to 
General Merritt, commanding the Department of the Bast, 
directing that the 26th Inf., U. 8. V., be relieved from 
duty at Plattsbure Barracks and proceed vy rail, fully 
armed and equipped with 200 rounds of ammunition per 
man and me ~¥ ten . via Boston, Mass., and Provi- 
dence, R. I., to San Francisco, Cal., for embarkation at 
that point for the Philippine Islands. Mounted officers 
may take their horses. 


The State of Nebraska was unable to find the funds 
necessary to pay for a especial train to convey the Ne~ 
braska regiment from San Francisco home, Thereupon 
the indignant Volunteers, who thought they had deserved 
better than that of their State, threatened to march 
overland to their homes. The prospect of this scandal so 
stirred the State pride that one citizen gave his check 
for the needed $20,000 to secure the train, and the crisis 
was safely passed. 








Col. Kennon, of the 34th Inf., in a report presented 
to the War Department this week, states that thirty-, 
eight officers have reported for duty, and more than the 
full quota of enlisted men uired. He reports thd 
health of the men excellent, and the equipments good, 
except in a few exceptions, which will be supplied at 
San Francisco. The drills so far have not come up to 
the average, but the target practice and shooting was 
very fair. The organization as a whole is stated to be 

ne, 





The Quartermaster’s Department is still arranging for 
the charter of additional vessels to be used as transports 
for the Philippine service. The Thomas, Logan and 
Meade, now in the Hast, are now being fitted up for serv- 
ice. They have an aggregate carrying capacity of about 
5,000 troops, and will be ready about Oct. 15. It is prob- 
able that they will sail about Nov. 1. They will go from 
New York to Manila by way of Suez,-and on arrival in 
the Philippines will be transferred to the Pacific trans- 
port fleet and go to San Francisco. 





Secretary Root proposes to attend the meeting of the 
Board of Ordnance and Fortification at Sandy Hook next 
Thursday, and while there will inspect the fortifications 
and investigate the working of several of the new t of 
guns now under consideration. He will pay considerable 
attention to the mountain field gun submitted for test by 
the Maxim company. and will also inquire into the oper- 
ation of the 6-pounder rapid-firing gun constructed by the 
Driggs Company. 


<- 
>_< 





The dress of female nurees in the U. 8S. Army, it has 
been decided, shall consist of a waist, with adjustable 
cuffs, and an apron of white linen, worn with a skirt 
and necktie of Army blue galatea. A jacket of the gala- 
tea style is also provided, to be worn when desired. Caps 
are not to be used. Chief nurses are entitled to wear. 
in place of the apron, a sash of red silk, knotted aroun 
the waist. Each nurse may have the uniform made as 
best suits her convenience, but the material and cut are 
to be as prescribed. The distinctive badge of the Nurses’ 
Corps is a modi form of a Greek cross of dark 
enamel, edged with gold. 


= 


The privilege of having a young Greek Ensign observe 
the methods employed in tactical maneuvers and other 
drills on American warships has been accorded by this 
Government to the Government of Greece, and author- 
ity given Ensign Constantin Deligeorges to report on the 
flagship New York for service. This is not the first 
time this privilege has been granted representatives of 
foreign navies, though it is not a usual practice. 
Greece’s Navy was expected to play an important part 
in the late war with Turkey. but her ships were never 
given an opportunity to test their prowess against 
of the Sultan. The Navy of Greece is now superior to 
that of Turkey, and it is said to be the King’s purpose 
to considerably increase it. 








From the advance sheets of the forthcoming report 
of the Commissioner of Pensions, it appears that the 
total number of pensioners on the rolls June 30, 1899, 
was 991,519, a decrease of 2,195 compared with the 
nuinber for 1898. The important feature of this state- 
ment is that the pension roll is growing less, notwith- 
standing the fact that during the year 37,077 new pen- 
sions were granted. During the year 34,345 pensioners 
died, and 8,841 were stricken from the list because of 
remarriage, minors attaining their majority, failure to 
powen dy yy en = attics ——~ Te a tote oat 

rop rom the rolls during t ear, new 
names added, against 64,351 fs 1808. From 1776 to 
July 1, 1899, the United States Government has paid in 
pensions to soldiers and sailors of st wars and to 
their dependents the sum of $2,661, 142, and it is es- 
timated by official commutation that almost that amount 
will be necessary to continne the payments until the 
final roll call is made. From 1791 to 1876, a of 
86 years, the total pension payments amounted to only 
$330,376,536, 





sion of Chinese the ae . but the eaton, a 
not an applica 
United States statutes to the Ph 
er to make Sgr ie reed 


Maj. Charles De L. Hine, a member of the Society of 
sae oe Sermerty Liserenant, Oth 0. 'G. Ela 





San 

soapaes his ition as trainmaster of the 

Railway at Cincinnati, to to Findlay Obio, pa 
al Superintendent of the y. ayne and West- 


Fort 
ern lroad owned by John Jacob Astor. 


Dr. Edward Bedloe, of Philadelphia, American 
at Canton, China, is, according to the New York “Sun,” 
on his way home under suspension, accused of a 
the Filipino rebels by granting an American to 
a_ steamer enga in ca arms for the i ts. 
His friends declare that at worst he was gui 
only a mistake, and that his loyalty is not to be im- 

ugned. The filibuster was the mer which was seized 

y ae Dewey in September, 1898, and subsequently 
re 1 
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The finest and most powerful battleship yet built for 
the Navy is to be given her builders’ trial spin in the 
open ocean, when the Alabama, on the 28th instant, 
leaves Cramps’ yard for a test of her engines and sea- 
going qualities. This vessel is a sister to the Illinois, 
building at Newport News, and the Wisconsin, under 
way_at the Union Iron Works. It was qapested that 
the Kearsarge and Kentucky, authorized a year before, 
would be in service ahead of this ship, but the yellow 
fever epidemic at Hampton recently so decreased the 
working force at the ship yard that delays of perhaps 
three months in the delivery of the Perens by will follow. 
Capt. Willard H. Brownson will command the Alabama. 
It is e ted she will be in commission this winter, and 
should have her official trial late this autumn. 


-< 
—_— 





The War Department has under consideration the sup- 
plying of the Philippine Army with mountain batteries. 
The preference of the Secretary of War is for howitzers 
that can be transported on mule back. At the same time 
he ia favorably inclined to the proposition to use machine 
guns in the same way. Before adopting any one gun, 
however, it is the intention of the Department to inveati- 
gate the use of such ordnance by other countries. 
ders were issued this week directing Lieut. M. 0. Bu , 
of the 3d Art., to to Woolwich arsenal, Pngland: 
Paris, France, and Amsterdam, Holland, for the pur- 
pose of investigating the use of mountain batteries inf 
India, Africa and other tropical countries. He then 
go My Suez and report from there to the War rt- 
ment. 


Dynamite guns are to be employed by the Army in 
the coming campaign in the Philippines. While the use 
of these guns ia yet regarded ae in its experimental stage 
sufficient progress in their development has been made 
to warrant the Army officials in including them as a 


pert of the on t in the field. This week Lieu 
. C. Buckey, Art.. was ordered to New York to 
in loading the twelve 24-inch Wy 





sterdam, for the purpose of examini 
and material of mountain guns and howitzer 
used in India and Africa and other countries where serv- 
ice is similar to that in the Philippines. After perform- 
ing La duty Lieut. Buckey will proceed to Manila for 
uty. 


——_ 


The report upon the work of the Michigan Naval Mi- 
litia gives praise to the efficiency of both officers and 
men. Comdr. Wilkes and Lieut. Comdr. Hendrie are 
given perfect marks for both efficiency and manner of 
performing their duties, while all the other officers 
showed themeelves to be well equipped. Several were 
given perfect marks including Lieut. (Junior Grade) Joy, 
Chief Engr. Cooley, P. A. Surg. Parker, Asst. Surg. 
Shurley, and Paymr. Sibley. The Board particularity 
praises the work of Comdr. Wilkes. Lieut. Comdr. 
drie, Chief Engr. Cooley and Lieut. Joy. Paymr. bam | 
also deserved great credit for the able manner in wh 
his department was handled. He had devoted some time 
to learning the manner of keeping the pay rolle as re- 
quired by Navy Regulations. e efficiency of the or- 
ganization for the naval service is shown to be good 
the organization is capable, it ie stated, of manning a 
handling a ship by iteelf. The ne of 
the organization is very good; the men all above av- 
erage height and appear in fair condition. The 
line of the organization is mt; the men 

nd obedient and very a ve 
instructions of their officers. 


with the ability and energy displa the officers 
men of the yy Naval M ” Iie of the == 
that great credit is due for the generous private contri- 
butions of money which they have given for the 
of the organization. . 





i 


—_ 


PERSONALS. 
Mrs. A. B. Foster, wife of Capt. A. B. Foster, 1 
present. 920 18th strece 'N. we 





U. 8. Inf., is at present at 
Washington, D. C. 

Maj. Robert M. O’ , Surgeon, U. 8. , left 
Havens tor the United on the Burnside August 
24 on a leave of absence. 
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Capt. Lewis Merriam, U. 8. A. retired, ‘is at Hotel .. 
Shenandoah, Harpers Ferry, W. Va. 

Lieut. Comdr. F. F. Fletcher, U, 8.N., and wife were 
stopping at Kittery Point; Me., Aug. 10. 

Secretary of War Root visited President Mc Kinley -at 
Plattsburg, Aug. 22, and held.an important conference. 

During Capt. Wm. H. Beach’s station.in_ Manila Mrs. 
Beach’s addres will be 2409 Frost avenue, Kansas City, 
Mo. 

Major Genetal Nelson A. Miles made an ins 
defences of the fortifications on the coast of Ma 
week. 

Maj. L. M. 





ction of 
aine this 


Maus, Surg., U. S. A., on a few weeks’ 


leave from Fort Hamilton, N. Y., is visiting in St. Paul, 
Minn. 
Capt. 


Willard A. Holbrook, Asst. Q. M., U.S. V.. (1st 
Lieutenant, 7th U. S. Cav.), is at present located at 
Astoria, rammed 

Rear Adml. A Crowninshield, U. 8. N., ‘and’ Mrs. 
Crowninshield, are ee in New York from Europe the 
latter part of this week. 

Secretary of War Hoot has leased 1626 Rhode Island 
avenue, Washington, D. for residence and will move 
in towards the end of Oc vn Bay 

Lieut. F. W. Hershler, abi S. Inf., is a recent ar- 
rival at Fort Niagara, N. for duty there during the 
organization of the 42d lat. Vv. 8. V. 

Col. Thos. F. Barr, U. S. A., and Mrs. Barr, 
Vineyard Haven, Mass., are now at Lynn, N.'H., 
return to the former place about Sept. 2. 

General John R. Lewis, U. S. A., retired, and Mrs. 
Lewis have gone to Seattle, Washington, to spend a few 


lately at 
but will 


months. Their address is Kanier Grand Hotel. 

Lieut. Col. J. W. Reilly, Ordnance Department, U. 8. 
A., commandant of Watertown Arsenal, Mass., visited 
friends in New York City and vicinity this week. 

Brevet Lieut. Col. Samuel K. Schwenk, U. S. A., re- 


tired, has sold his farm at Marconnier, N. J., and moved 
to Avon Park, some two miles from Plainfield, N. J. 

Maj. John Van R. Hoff, Chief Surgeon, Department of 
Porto Rico, has made an interesting report to Surg. Gen. 
Sternberg in regard to the sanitary situation in the ‘island. 

Chaplain Jonn B. Frazier, U. S. N., was married Aug. 
2? at South Pittsburg, Tenn., to Miss Katherine Cooke. 
After the ceremony the married couple started for Hono- 
lulu. 

Col. Walter Howe, 47th Inf., U. S. V. (Captain, 4th 
U. S. Art.), arrived at Camp Meade, Pa., from Fort 
Washington, Md., Aug. “1, and is now busy organizing 
- regiment. 


Capt. L. ©. Scherer, Adjutant, 27th Inf.,. U.-8.. V. 
ee ix tth U. S. Cav.), visited friends at Morris- 
town, , this week preparatory to going with his regi- 


ment to oa Philippines. 

The commissioned force at Fort Bliss, Texas, at pres- 
ent consists of Capt. R. IL. KR. Loughborough and Lieut. 
k. L. Bush, 25th U. 8S. Inf.; Chaplain Bernard Kelly 
and A. A. Sarg. W. T. Baird. 

Capt. Wm. Lassiter, 16th Inf., who has been ordered 
to proceed from New York City to San Francisco, Cal., 
for temporary duty about the end of September, will go 
to Manila to join his regiment. 

Maj. Russell B. Harrison, Inspector General of Vol- 
unteers, Inspector General Department of Santiago and 
Puerto Principe, son of former President Benjamin Har- 
rison, is down with vellow fever, from which he is recoy- 
ering. 

Maj. Harry Cy. Hale, 44th Inf., U.S. V. (Captain, 20th 

S. Inf.), returned to Governors Island this week from 
Duxbury, Mass., and goes to Fort Leavenworth to assist 
in the organization of the regiment. 

The marti: ge of Miss Mary Virginia Taylor, daughter 
of Capt. H. C. Taylor, U. S. N., to Lieut. J. V. Chase, 
U. S. N., is announced to take place Aug. 31. at All 
Saints’ Memorial Church, Newport, R. I. 

The Commandery of Pennsylvania Loyal Legion will 
keep open house at the { nited Service Club, 227 South 
Broad street, om ‘Iphia, during the National Eneamp- 
ment of the G. A. R., in that city, Sept. 4 to 9. 

Grunnery Serst. Mi¢hael Meehan, recently spestates 
(iunnery Sergeant from Sergéant, S. M. C., is the 
only Sergeant of the Marine Corps who escaped from 
the Maine when she was blown up at Mavana. 

Among recent Army visitors to Vineyard Hayen, Mass., 
are Paymaster General A. E. Bates, General J. M. Wil- 
son, Chief of Engineers, and General ‘Tony’ Forsyth 
and Col, A.-d.. Mills, Superintendent U. S. M. A. 

Maj. James B. Burbank, 5th t. S. Art., who has been 
abroad for some time past, has arrived in New York 
and has been assigned to duty at Fort Hancock, N. - 
having’ relinquished the unexpired portion of his leave. 

Among the guests at a dinner given at Bar Harbor, 
Me., Aug. 18, in honor of General W. F. Draper, U. 8. 
Ambassador to Italy, and Mrs. Draper, were Lieut. Gen. 


John M. Schofield and Mrs. Schofield and Rear Adml. 
Upshar. : 
Governor Theodore Roosevelt, of New York, visited 


Plattsburg aan wks Aug. 21, and inspected the 26th Inf., 
U. &. 


Col. Edmund Rice introduced the Governor to , 


the troops’ who made them a typical address. Getieral 
(iuy V. Tlenry was also present. 


Maj. Gen. Wesley Merritt, U. S. A.. who is on a 


brief tour of inspection, Mrs. Merritt and Capt. Mott. 
A. D. C., are recent guests at the Hotel Champlain, Bluff 
Point, N. Y. The General called upon the President. and 


discussed the Vhilippine situation with -him. 

A Newport, R. L., correspondent writes: 
date of the wedding of Miss Dora Havemeyer, 
of Mrs. Theodore A. Havemeyer, to Lieut. Comdr. C. 
McR. Winslow, U. S. N.. has not been dennitely set, it is 
thought the ceremony will occur Sept. 16, at St. Mary’s 
Church here, 

Lieut. Walter C. Babcock, Sth Cav.. on his return from 
Alaska, will report for duty at the Ne ademy as Assistant 
Instructor. Tt isn’t so long since that Walter was riding 
nround the avenues with his little pony. The voung man 
has made a good record, as has his yeunger brother, who 
is also in the service.—Kansas City Times. 

When Capt. George H. Sands, 6th U. S. Cav., arrives 
at West Point to take charge of the department of Cav- 
alry, of which he will be the senior instructor, it will be 
for the first time in nineteen vears, when he was grad- 
uated. He hoks upon his coming service at the Point 
with considerable interest and satisfaction and carries 
back to it all the heppy memeries of his earlier days.— 
Kansas City Times. 

Mrs. Roswell D. 
>). Hitchcock, UL S 


“While the 
danghter 


Roswell 

Cambridge, New York 

City, for one week reading over. with: lier pulilishers 

“Expedition No. 2” “finets’, Palea :Aveund the--Cabip 

Fire’ and a third book or pamphlet ->whiell centaims. a. 
true and very exciting story. Before the end of-the first 

week in September Mrs. Hitehcoek will be back: im: Alten 

opening up one or two Alaska tread wells which: prortrise 

millions. 


Hitchooek, widow of Comdr. 
N.. was at The 











General Irving ale abtived in ‘San Francisco” from_ 

Manila Aug. is be 

' Migs ‘Betsie Taylor, ter of Capt. Sidiey Taylor; 
U. 8. A, is visiting in Rockile id. " 

Capt,.A. T. Mahan, U.S. 
Europe, is now with his family at Quogue, 

Capt. B. K. Roberts, 5th Ur®S. Art., who is on a visit 

_ to friends at Manchester Center, Vt., will rejoin at Gov- 
ernors Island next week. 

Mrs. Kane, wife of Capt. T. P. Kane, U. 8S. M. C., 

. spent a few days last week-at Fort Warren, Mass., thé 
guest of Capt. and Mrs. A. D. Schenck. 

Maj. W. M. Wallace, 2d U. S. Cav.. on recruiting sery- 
ice at Paterson, N. J., visits friends at Fort Hamilton 
and in New York City this week. 

Lieut. Milton J. Reed, U. 8S. N., has departed from 
Washington on his annual leaveof absence and will not 
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* return until some time in September. 


Secretary of War Root and Maj. Gen. Merritt had a 
very pleasant conference at Plattsburg Aug. 22. As we 
stated last week, there is no intention to send General 
Merritt to Manila. 

Mrs. Wilder, wife of Captain William T. Wilder, who 
has been visiting her parents, Mr. and Mrs. Victor M. 
Watkins, of St. Pau, will join her husband in Porto Rico 
early in October. 

Mrs. Crosley, wife of Lieut. W. S. Crosley, U. 8S. N., 
and son, Floyd Stewart, have left Ocean Grove and-are 
now. visiting their relative, Mrs. onsen Massie Lewis 
Frederick, of Sweet Springs, ~ ie 

Comdr. J. M. Hawley, U. ‘late assistant to the 
Bureau of Navigation, has nt, . Massachusetts on a 
flying visit before his departure for the Pacific Coast to. 
assume command of the U. 8S. S. Hartford. 

Army officers lately visiting in New York City were 
Lieut. it. Watterson, the Waldorf; Maj. L. A. La Garde, 
Capt. J. A. Goodin, Grand Hotel ; General J. W. Forsyth, 
Holland House; Maj. J. B. Burbank, Everett House. 


Maj. A. G. Hennisee, 2d Cav., left New York City Aug. 
9 for Cuba on the U. 8S. transport Burnside. She met a 
storm off the ceast of Georgia and was detained in that 
locality for safety three nights and two days. ‘The ad- 
dress of Maj. Hennisee is Placitas, Cuba. 


Admiral Sampson left for Boston Aug. 22, with his 
daughter, Mrs. Lieut. Jackson. With.Mrs. Roy C. Smith 
they conveyed Miss Nannie Samvson to her home in 
Glen Ridge. Master Harold Sampson, who has been 
passing the summer also with his father on the flagship 
New York, started for home on Aug. 22. 


Pay Inspr. Worthington Goldsborough, U. S. N., re- 
tired, was in Washington early in the week and paid his 


‘ usual visit on his many friends in the Navy Department. 


He enjoys life on the eastern shore of Maryland in the 
old-fashioned way, and only occasionally ventures into 
the giddy world from which he withdrew on the conclu- 
sion of the late Spanish war. 


A Washington press correspondent in an article on 
how Secretary of War Root spends his business day, 
refers to the daily mass of ‘papers submitted by Major 
John Tweedale, Chief. Clerk of the War Department. 
As a matter of fact, Maj. Tweedale is on duty in the 
Records and Pension Office, and Mr. John C. Schofie td is 
the Chief Clerk of the War Department. 


Mr. William Waldorf Astor, now a resident of London, 
England, contemplates obtaining .a commission for his sen 
in the British Household Cavalry. This consists of the 
crack regiments in the service. It forms the bodyguaral 
of the Sovereign, furnishing the escorts on all state occa 
sions, and comprises three regiments—two of Life Guards 
and one of Royal Llorse Guards. 


In a late Washingtén paper there was a mistake made 
in regard to the surviving children of the late Admiral 
Johm A. Dahlgren, U.S. N.- The Admiral was twice niar- 
ried, and one son by the first marriage, C apt. Charles B. 
Dahlgren, U. S. N., is living. .'The son of Capt. Charles 
Dahlgten lives in Washington, D. C., with his aunt, Mrs. 
Matthew Read, at 6 Lafayette square. 


Chief Engr. D: B. Macomb, U. 8S: N.,:and- Mrs. Ma- 
oom) are spending the remainder of the summer with 
their daughter, Mrs. G. H. Bull, at Swampscott, Maas. 
Mrs. Bull has taken a house there by reason of the illness 
of her young baby, who was born during her husband's 
service as Chief’ Engineer of the Prairie duting the 
war. 


A San Francisco correspondent writes: “The Helen 
Gould of the Volunteers here is Mrs. A..S. Townsend. 
At. the reeent auction of Orpheum seats for the benefit. of 
the fund to welcome and entertain returning Volunteers 
Mrs, Townsend paid a premium of $2,025 for the first 
two boxes. Mayor Phelan paid $1,000 for third choice, 
Mrs. ‘Townsend is.a member of the local Red Cross and 
has spent fully $20,000 in the soldiers’ cause.” 


A San Antonio press despatch says: “Roscoe Wells 
Davis, the millionaire sheep man of West Texas, who rode 
185 miles on horseback to reach the railroad station at 
Marfa in order to come to San Antonio and enlist in the 
33d Inf. for service in the Philippines, was admitted to 
Co. D of that. regiment Aug. 20, and now wears the uni- 
form of the country as a private. Davis has a tremen- 
dous estate stretching over three counties, filled .with 
thousands of sheep.” 


Lieut..C. D. Towsley, U. S. A.,:and family reside at 
Port Washington, Wis.- A local paper says: “A society 
event of -some ‘magnitude in the juvenile world -was*the 
birthday party Tuesday of Miss Ada Towsley, ten-year- 
old daughter of Capt. and: Mrs. Towsley. By no means 
a small item in the programme was the amateur produc: 
tion of the light opera, "The Queen's Lace Handkerchief,’ 
by members of the recently organized ‘Young Misses Sew- 
ing Circle. Miss Ada was the recipient of many ‘unique 
and beautiful presents.” 


The-heirs of Baron de Kalb, who served in the Colonial 
Army during the Revolutionary War, are to bring suit 
in the U. S. courts for a sale in partition of land once 
owned by the Government. The Baron left a son. Sebas- 
tian, whose son George went to Cincinnati. _ He died, 
leaving a widow, who lives on Clifton Heights. Cincin- 
nati. The widow found some time ago papers which, her 
counsel says, give her title to 1,100 acres of.land in the 
vicinity of Chillicothe, Ohio, which had been given to 
Baron de Kalb by the Government in payment for his 
services. This tract of land is now very valuable. 


The following were among the 
lk nee, ern, tee DD. 


arrivals at the Ebbitt 
C.. for the week ‘ending August 


23: Capt. A. Converse, U.S. N.: Maj. W. H. Hever, 
U. B.°A:; ‘Tasers Ov B: Rosenbaum. -U. S.+A.;° Capt. H: 
J. Reilly! Up 8. ‘A.: Cant.°S, 1. Woodward. 'U. 8. A.? 
Maj. D. M. Appet, 3) S. A.: Maj. A. 8. Towar, U. 8S 


A.: Paymr. 3. Ni Speel. U.S. N.: é: 
S. R. GC. 8.; Lieut: A. Bi Crosby U. 
B. Wilcox, U. S.°N.: Lieut. ~y" 
Enstgn R. -W: Henderson, U, 
zard, U. 8, A.: Maj. 
Ww. W atson, U. SN. 


- Wheeler, U. 
wr: He 
M. Hofaca. v.. 
Sas . 


N.: wr 8S. ¢ 
J. B. Gaitrie U. 8. Session B: 


N., recently returned from. 








Capt. I-A. Perry U.S, A. is it Asheville, 'N 
Lieut..B. B. Savage, U,. U.S: A. See. ys 
Lieut. GoloJd.'N: Coe; U.S: A, -issat:- Worcesterj>Mass. 
Prof. H."D: i ae Uv: 8. Rei" at ‘Wagiesitfe, "Hott," 


» Beach Haven; 
Col. G. M. Brayton, U. S.A. ‘has left. "let. 


Mass., for Ravenna, Ohio. .. 
General-Joseph Wheeler arrived at Manila, P. i Aug. 
21, on the transport Tartar ye is 
Lieut, Bad se omen ve 2 4th w. &: Art., -wisited friends 
in New ¥ ork this week while en route.to ‘West. Point: 
‘The Misbee Eastman, daughters of od late el 
mah, 17 x S.N., will open a select school. - 1 at* x 
street, N. W., ae Cc. 
— Adm. R. B. padlend. us Nw has. Saat 
gr Island, Booth 


, Meson a visit to a 
Fey, and has now gone.to visit. Senator Hale at Bar is 


bar, Me. 


—— ~ M. yee 9th el: Bio Spriuge.t a de- 
tachment were sent recently‘to Nav s to quetl 
an Indian row, but ‘all was quiet when -he-arrivedy: and 
the troops returned to’ Whisky seems to. ee 
been the'origin of the disturbance. 

General Daniel Butterfield has been ill with’ aitiast: 

at his summer home, Craigside, near Cold Spring, 
He is reported to be improving. He has-been very ‘busy 
of Inte as Chairman of the Plan and Scope Committe: 
of the Dewey Reception Committee, which’ may ‘have 
brought on the soem, 

Mrs. Fyffe, widow of Commo. J. P. Fyffe, is. scupying 
her home in West Newton, Mass. Admiral.L " ‘A. Rim ad 
berley and. Mrs. Kimberley are her next door ‘sata, 
Other Navy people in West Newton are Lieut. and Mrs. 
John -8..Gow. Lieut: iow is on duty on the Wabash, 
the receiving ship of the Boston Navy: Ya ard... 


Col. George S. Anderson, U. S. As who hasbeen. in 
Washington, D. C., on a short visit, has gone to.J efferson 
Barracks, Mo., on duty envi to the forming-of his 
new regiment,:the 38th Imf. Col. Anderson- has .many 
warm friends in W. ashington,. L..C.,.who have been con- 
yes him upon his recent promotion. The 38th 
Inf. will go to the Philippihies as soon as organized. 

The bodies of "seven men» who accompanied John 
Brown in his memorable. raid were diginterred recently 
at Harper's Ferry, Virginia, and will be reburied at 
North Elba, N. Y., besidé their leader, ba bly on Aut 
gust 30, which is the anniversary of the‘raid. “A de- 
tachment from Plattsburg Barracks will fire a..sal 
over the graves, Capt, James H. Holmes, of New_ Yor 
who fought with Brown in Kansas, will Be preseiit an 
deliver an address. 

A letter dated Manila, Jilly 16, says: 
erick Funston has been temporarily relieved; from dmty. 
at San Fernando, and will goto the 2d Reserve Hospital 
to receive treatment necessitated .by the reope ning, of, 2 
wound incurred while in the Cuban ‘Army. It.is thought 
General Funston may not again return to active duty, 
as his term of service vill expire September 2, and 
has requested and been granted permission to. return to 
the United States with .the Kansas regiment,” , 





RECENT DEATHS. 


Nicholas Meyler, who. died in- Newark,. NivJda-Atug. 42... 
was father of Capt: James J. Meyler, Corps of. Kngineers, 
U..S. A., and was.a:well known architect -and. builder, 
anusWwas prominent im-the business and -social -cireles of 
Newark, where he has resided nearly all his life. 
funeral, which was-an exceptionally darge-one, took ps mor 
on Wednesday, Aug: 16, immedrmtely after the. arrival:of 
Ca>-t.:Meyler from:California. 


Mr. Wiliam ¥) Baxter, who died ‘Aug. 16, at Washing: : 
ton, D. C., was for many years Chief Clerk of a division 
in the office wf the Auditor for the Watt SS 
was the father of Naval Constr. Williams uxter, U. 

Ie served as arr officer of Obie Vohinteers during ae 
wat, being, mustered out as Captain of the 187th Regi- 
ment. 

William Simpson, ‘who made a reputation ‘as a war 
artist and correspondent’ in the Crimea, is dead.- He saw 
the Indian mutiny, the Abyssinian campaign;- and .the 
Franco-German war. 


Faneral services over.the. remains of John Vinton Dahl. 
gren, son. of the late-Rear Adml. John A. ag U.S. 
N., who died Aug..11 at. Colorado Springs, Col, were held 
Aug. 18.in the chapel bearing his name at Georgetow n 
University, D.C. Many. leading. dignitaries. of. the church 
were present and assisted at the services. 

Dr. J. Pembroke Thom, who died Aug: 21 at Balti- 
more, served in the Mexican-War as 2d Lieutenant; tith : 
U. S. Inf.. was mustered out-Aug. 14; 1848, was aippoint- 
ed ‘Assistant Su n, U. S. N., March 16,°1853,.and ire- 
signed May 27, 1857. During the Civil War -he served 
in the Confederate “Army; a of — In- 
fantry. 


i 
->- 


A GALLANT JERSEYMAN. 
(From the Jersey City Journal.) . saute 
The Capt. James Parker who is referred to in the 
thrilling accounts from Manila as haying led a squad- 
ron of the 4th United .States Cavalry into the tewn .of 
San Mateo is a Jérseyman, son of Cortlandt Parker and 
a brother ‘of Congréssman Wayne A mg who is at: 
present Captain of the Essex Troop. ‘Capt. Parker is a 
gurduate of West Point, and a few years ago was in- 
ntreectUr of cavalry tactics there: ‘Daring: the «war ‘with 
Spain he was Lieutenant Colonel of the 12th New 
York, arid went with it to Cuba. He'was for a time” 
Military Governor of Matanzas, and Jater ove@upied :a 
siniilar position in the Provinee of Cardenas. e-re- 
turned with the 12th to» New York, and-two months 
ago was ordered to San Francisco, and_was soon off for 
the Philippines. 
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PORTO RICAN RBLIEF. a Mihai 


Secretary Root’s appeal to the Mayors of' cities of wire n 


than 150.000 population for aid for’the’ Victims of tie* 
hurricane in Porto Rieo was promptly responded to. The” 


first relief vessel, the U. S. transport “McPhetson,™ 
sailed for Potto Rico August 14, ldaded to: the *thateties’” 
with supplies.-and since- then a- steady ry yr of-sup- 
plies has set.toward:the island. The U. S&S 
McClellan:sailed for San- Juan with . eargo of & 
rice and medical and: ether supplies th = were contriontedt, 
by«the cities of Savannah, Atlanta, Lewis, and Chi -;. 
cago... The cargo was.shipped from Seu Juan by rail teu 
once and other Porta Rican cities, which suffered - from:s: 
the effects of the hurricane. 

The transport Panther sailed.'from Philadelphin “Am 3 
gust 22-with eight hundred tons of: suplies for.the- Pertou- 
Rican sufferers. The: transport Wright will py frony::: 
Baltimore the relief: su s contributed by the — 
of the State df Marwlund..and transport them to Porto 2 
Rico! . The Wright is expected th-seil from New: Vorkiz 
on September 1. 
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Mass, » REC the Phili h he ’ - Spanish-Americay Warl Jw TTT Captain, 32d 
Foret ayy oe vORU ; eee FI CRP tant ‘Ghasal ca a the staff of Caneds SiscAruiur, @hich Inf, U. 8. V., on July 12, 1800. 

LIBUTE NAN? COL@NEBS. ‘has meant a. good deal for some months. past. George W., Biegler, Captain, Go. 6, 28thqInf., served in 
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‘té the Philippines. 


hiett. GOH? Albert 8S. Cummins, 27th Int, ‘ane | the 


Miditary -Agademy from. Mighignay: September 1, 1869; 
-rnd Jetie- 13)" 1873, wad" ‘Appointed 2¢ “Hiehtéhant 


“tai Tryin Ai Ate iM acti 





ata ¥ and: inti riry calamnof F Powder 
- eeriast x. -Intiawe, fesbor- of Mi ~ 
tary ‘Science —_ Tactics” A 2 an eh 
mont © F88T<4 IS9T1800: es alae 
- ‘eis ou * ation : ineer 
0 . ers. Le une, 
i bee HD iy Bia, 30 as 
‘aie dering: ; i took part in 
amb — t- ofadie ~ Ot I 1, - 3888 ; «appointed 


ep ait 
H) oom ~ ‘Dache all — eadaate Leet I 


“Charles 1-Graney: Capt Pn fiiaens borin ‘Mis- 


ost Bbite a Exgb My COB Bilis AEA. 


“oh omen uated iw IS89T: cHe Ghia. Western: fron - 
tiek te. Texre ats ery.” Aba. pnd ed i x- 
‘ee 


keg, Spent apie 

Milky demy hs aa 

He Sipre Apa the Mth: ti, 8 at trot teen the 

muster ot; of, the: Testiment in: “May; 1890s He is.now at 

Manila: inusqi tart - 
“John. i. ee Captain’ ‘Oth “Inf.-was born-in Ohio, 

ond” grwdustted: frosit the Milttaty- Acidemy into the 6th 

Lof..im 1882 He served. with: hig regiment an; the West- 

een’ frevitier froth Septétirier, 1882, te August, 887, ex- 


Titiagoy * 
ae Jotond) 27 te Feit u OF Bx. ¥:, ‘eerink: from Jely 


cept, under jeetracon at the Engin eer and Torpedo 
Scho a is Pojat, .N..¥.. Aa. fenton t. Colonel and 
Ae. ¢ a he. on eral.of the 

Divi sien, - Orps, to September, and Adju- 


<3 kieneral: of: the Department ot Santiago to April, 
TRAD: 

John 8. Milicey, Cc aptain 2d Inf., issa mative of Vir- 

sini’ and a’ graduate of the Military’ Acadeniy of. 1879. 
the werved with liis regiment onthe Western frontier in 
Washington; Idilio “and Nébraskas- was Acting Chief 
iuiaptermaster and. Chief Commissary Subsistence dur- 
ing the-Sioux campaign at Pitie Ridge“Agency, ‘South. 
Ibakota, from November, 1890, to November, 1891; Ajie- 
de-Camp te General: Wheaton:. Acting -A., A..G, and Act- 
ing J.. A. Department’ of Colorado; Acting: Av Q: Me-in 
the field ‘and a professor of a Texas college. He accom- 
panied’ General Otis to Manila, and has sittce heen’ there 
on duty as Inspector General, 24. Division, Sth Corps. 

Enoe +h H. Crowder is a Missourian: Graduated from 
ihe, Acad@my. ii 1881,to the Sth.Cay. -He served with his 
regnment-in Texas and in the field in New Mexico, oper- 
aytig against iniaun.. He was appointed Major and. J. 

anuary 11, 1895, and was.J, A. of the Department 
ot the» Platte to April, 1898. He went to: Manila in 
June, 1908;.and has been on duty there since as- J. A 
lbepartment af: Pacific. 

Edward B. Pratt, Major 23d Inf.,.was:-born in Virginia 
and appointed from Mithigan to the 234 in 1872, He 
served with his regiment on Western frontier in the cam- 
paign against’ the Apache: Indians in Arizona from Au- 
gust, 1873, to July, 1874. He took part in the Powder 
River expedition against the Sioux Indians in 1876. He 
is now, in the Philippines. 

Francis Michler, appointed Lieutenant. Colonel,, vice 
Bigelow, declined, is a graduate of the Military Academy, 
who was appointed ‘to the Sth Cav: June 15, 1870, and has 
continued: in-that regiment ever since. He served with 
it onthe Western:frontier and was Adjutant at the Mili- 
tary Academy as well as of his regiment. _He was Aide 
de Camp to General Schofield, and also to Ge neral Miles, 
and was on duty at Headquarters as A. A. G. of Volun- 
teers. from May,. 1898, to May,, 1899. 

James Parker, Captain 7th Cav., is a member of a fam- 
ily. distinguished in the. annals of New Jersey. He is a 
craduate-of the- Military’ Academy clase of 1876. He 
served with his.regiment on the Western frontier until 
1886, and was-with. Mackenzie’s expedition into Mexico 
and in the fight. 1885, at Devil's Creek. He served 
with the 12th N. Y. Vols. in Guba to» April, 18098. He is 
now in the Philippines. 

Bernard A. Byrne was. born in Kentucky and ap- 
pointed from the Dist..of Columbia; is mow a Captain of 
Gth Inf. He served. with. his regiment on,the Western 
frontier-to August, 1890, He commanded a battealiom of 
his regiment in the campaign against Santiago, Cuba, to 
August, IS98. He is now at Manila. 

Wilber E. Willer, Captain 4th Cav., is.a Michigander, 
graduated. from: the Military Academy and appointed to 
the 1st? Cave in 1871. He-served with his regiment on 
ihe:Western frontier. He commanded the 4th New York 
Volunteers, in Georgia and Alabama to Oetober, 18y8. 
tie-is now in Manila. 

MAJORS. 


W: Cy Brown’ (Captain, Ist.U. 8. Cay.) was born in 
riacnsts: Was graduated-the U,-S. M. A. in 1877,, and 


prometed- to the Cavalry, so has had twenty-two years of 
varied service in the field and in garrison. Is‘a graduate 
of tle Infantry dnd Cavalry School. 

Henry T. Allen (Captain, Gth T: S. Cav.) was born in 
old. Kentucky.. Was graduated:from U. S..M. A. in 1882 
and promoted to the Cavalry. Served during the Span- 
int} Armerican War.as Major and A. A. G. of Vols. ‘Is an 
‘offiver of varied’attainments and high ability. Has added 
to his experience by seryice Abroad. 

P.-A. ‘Prederick (Captain, 7th U. S. Inf.) was born in 
Georgia. Was graduated from the-W.S. M. A. in 1877, 
andhas served with the Tth Inf. for just twenty-two 


“years. Is still.in the prime of. life; and has had ample ex- 
-perienee to well qualify him for the position of field offi- 


er; 

Harry C. Hale (Captain, 20th U. 8: Inf.); from THi- 
nols, Was*graduated from U. S). M.A. in 1883;.ha& been 
for some years .A.. D.C. on: the staff'of Maj. Gem. Mer- 
ritt-and went with him as Major and A, A. G. of’ Vols. 
A young officer of exceptional ability 
and energy witli a thorough knowledge of staff duties. and 
of the duties of an officer of the line. 

“Tiitigam B: Strong, son of former. Mayor Strong, of 
Nowe York, served in the Adjutant General's Departinent, 

S..V., with great efficiency and gallantry during the 
alba American War and has but lately returned from 


“Henry W. Hubbell (Captain, Ist U. 8, Art.) was born 
in, New. York and was appointed from that State in 1867 


“2a "Lieutenant, Ist Art. A fine officer, with gréat ex- 


progressive. Served. during the ish-American War 
olonel'of the 201st_New York Vol. Inf. 
‘Willard’ ‘A. Holbrook “(1st Lieutenant, 7th U. 8. Gav., 
Captain and A. Q: M. of Vols.). was: born in Wisconsin. 
Was graduated from the U. 8) M. A. in / 1885 dnd“ pro- 


moted to the Cavalry. Is an honor graduate of the In- 
fantry and Cavalry School. Served uring a portion of 
the late war as Captain and A. A. G., and latterly as 
Captain and A. Q. M. of Vols. A well equipped ollicer 
for the positidn. 


Samuel W. Miller (Captain, 5th U. S. Inf!) was born 
in Pénnsylvania. Was graduated from the U. S..M. A. 


in. 1879 and has served with the 5th Inf. ever since. Has 
had @ varied experience and proved himself a gallant and 


perience, a graduate of the aed: School, energetic and 


“vitlea ble officer. 


Charles H. Muir (Captain, 24 U. S. Inf.) was born in 
Michigan. Was graduated from the U. S. M. A. in 1885. 
8 an honor graduate of the Infantry and Cavalry School 
and a valuable and experienced officer. 


Hugh D. Wise (1st Lieutenant, 9th U. S.. Inf.). was 
born in Virginia: Entered the U. S. M. A. from New 
York in 1889, was graduated in 1894. He is a young 
officer of fine attainments, and showed his mettle on. the 
field at Santiago. He is an athlete and an expert om the 
bicycle. Served during a portion of the Spanish-Amer- 
ican: War as Captain and A. A. G. of Vols. 


Victor D. DuBoce was appointed. from California. He 
was Lieutenant Colonel of the 1st California Vols. 


William: C, Dows is from Cedar Rapids, Iowa, and was 
Colonel of the 49th Iowa Vols. 

Joseph F. Armfield is from Statesville, N. C.,.and was 
Colonel of the Ist North Carolina Vols. 


A. A. Wiley was appointed from Montgomery, Ala.,.and 
was Lieutenant Colonel of the 5th vw. S. Vol. Inf. 


H. B. Mulford is from: Nebraska and has but recently 
returned from the Philippines, where he served as Lieu- 
tenant Colonel of the Ist Nebraska and then was ap- 
pointed Colonel upon the death of Col. Stotsenberg. 


Julius A. Schulke, Major and Surgeon, 35th Infantry, 
is a native of Germany, and’ was born on Feb. 17, 1865. 
Ile. is a graduate from the St. Louis College of Phy- 
sicians and Surgeons, the Jefferson Medical ‘College of 
Philadelphia, and is a licentiate of the State- Board. of 
Pennsylvania, and took post graduate courses in Paris 
and London. At the outbreak of the Spanish-American 
war Was appointed an Assistant Surgeon, to.the 3d _U. 
S. V. Engineers, and was the medical. officer in. charge 
since Sept. 25, 1898. He went with the regiment. to 
Cuba, was commissioned a ~~ ty! and Surgeon: while 
with the command in the island, and in July last was 
appointed Major and Surgeon of the 35th Infantry. 

F. C. Armstrong, Major and Surgeon of 32d Inf., U. 8. 
V.. was born in Columbus, Ohio, in 1859, graduated from 
Ohio Wesleyan University 1880, Sterling Medical Col- 
lege 1882. Enlisted Ohio National Guard;. 14th.. Regi- 
ment, 1877. Discharged from Ohio National . Guard, 
as Assistant Surgeon, 1886. Appointed Major and Sur- 
geon, 2d Kansas National Guard, 1891. Major and Sur- 
geon, 21st Kansas Vol. Inf., 1898. .Major and’ Surgeon, 
32d U. 8. Vols., 1899. Assistant Surgeon of the Missouri 
Pacifie- Railroad for ten years. 

John K. MeDill, Major and Surgeon, 30th Inf., gtrad- 
uated from the Rush Medical College, 1585. Resident 
physician and surgeon Cook County Hospital, 1885-7. 
Practiced in Milwaukee, 1887-00. Universities of, Bn- 
rope, 1890-92. Joined Wisconsin National Guard: 1892. 
Commissioned Ist Lieutenant and Assistant Surgeon’ 1st 
Wisconsin Vol. Inf., May 14, 1898; Major and Brigade 
Surgeon, U. S. V., June 4, 1898. Had command of 
hospital, 2d Div., Tth A. C., Jacksonville,, August. to-No- 
vember, 1898, and hospital,. Ist Div., 7th A. €., Savan- 
nah and Havana, November. 1898, to May, 1899. Chief 
of the operating staff in the field, 7th Army Corps,. Feb. 
1 to May,.1899. Commissioned Major and burgeon, U. 
S. V., July 5, 1899, and assigned to 30th Inf., U. S. V., 
now organizing at Fort Sheridan, Ill. Surg. MeDill is a 
member of the American Medical Association, Associa- 
tion Military Surgeons U. 8&., Military Service Institu- 
tion, Wisconsin State Medical Society, Association Ger- 
man Physicians, Milwaukee, Milwaukee Medica]: Society, 
etc., etc, 

Michael M. ‘McNamee (1st Lieutenant, 9th .Y. ‘S. 
Cay.), was born in Wisconsin. Served im the ranke from 
1882 to 1889. Was then commissioned in the Cayalry. 
Has seen service of all kinds anu has #, varied experience 
which amply qualifies him’ for his new position. Is a 
graduate of the Infantry and Cavalry School. 

Jolin H. Parker: (1st Lieutenant, 25th U. S. Inf.) was 
bern in. Missouri. Was. graduated from U..S. M. A. in 
1892. and promoted to the 13th Inf: Served with effi- 
ciency and credit in the Santiato campaign, 

L. C. Andrews (ist Lieutenant; 3d U. 8: Cav.) was 
born in Minnesota; appointed to the U. 8S. M. A.. from 
New York in.1889. A young officer. of energy and abil- 
ity. 

Guy H. Preston (1st Lieutenant, 9th U. S. Cav.) was 
bern. in Massachusetts. Appointed to the T). 8: M. A, in 
1884. An officer of ability and experience who has, had 
his share of active service. 


John C. Gilmore, Jr. (1st Lieutenant, 4th 4. Art., 
Captain and’A. Q: M. of Vols.), son of' General’ J. y Gil- 
more, was born in New Mexico. Appointed to the U. 8. 
M. A. from New York in 1890; was graduated in 184. 
Promoted to the Cavalry, but.was afterwards transferred 
to. the Artillery. Served during the Spanish-American 
Wear as Captain and A. A. G. of Vols. Is an all-round 
officer with line and staff experience, energetic and capa- 
ble. . p 
CAPTAINS. > ‘ 

Frank W.. Eckers, Captain, 32d. Inf., ‘was born at. Ot- 
tumwa; Iowa, on Nov. 19, 1871-; jotted the Towa Nah- 
tional. Guard in July, 1887 as private in Co,.G, 2d Regi- 


ment, and went through the grades’ of Corporal, Sergeant 
and Ist Sergeant; was commissioned 2d Lieutenant: of 
above Re in 1893, Ist Lieutenant in 1894 and Cap- 
tain in 8, serving in that capacity throughout the 


the Indiana: Natioual-Guard: from Marsh, 1889, until his 
conipatty was’ nlisteredMntd ‘the 159th Tndiaia Vol. Inf., 
May 12, 1898, as Co. B. Served yntil Nov. 23, 1898, 
date of Peet out of regiment. When appointed, the 
yreeent unleslnn , saa senior Captain in LY La 

1 e comma a company. du 
canietelbes 2 of 1893.in Ladiana.end- iilimole, 1 


at D. Roberts, Captain. 35th. Int., was.a cadet at U.S. 
A., June 15, 18880¢Wyo:), additional 2¢ Bieutenant, © 
thts Jnf., Jitie 11, 1897, and 2d Lieutenant 17th Tnt., to 
rank trom-same date; Ist Lieutenant 17th Inf, March 2, 
1899. He served with the company throughout. the San- 
tiago campaign, and received a medal of honor for his 
services at El.Caney. He has since been on mustering 
duty -with regiment and-recruiting. 


F. W.. Latimer, Captain, 30th Ipf., was born in Llli- 
nois in 1860. Entered the National Guard of Lilinois 
as Captain.Co. D, Gth Inf. Was enrolled and mustered 
into the U. 8. service as Captain same company, 6th Inf., 
Illinois Vols. Date of muster, May 11, 1898. Wasa 
part of first expedition to Porto Rico,.and was assigned 
as Provost Guard, Post of Ponce. Rejoined regiment in 
eamp Ponce, Aug. 9%. Was on the mareh to Adjuntas and 
Utuado. Mustered out of service Noy. 2o, P888. Tn serv- 
ice seven months, forty days in a foreign country, and 
did not lose a man by death in the campaign. Ap- 
pointed and commissioned Captain, 30th Inf, July 5, 
1800, 


William Duffield Bell,. Captain and Surgeon, 42d 
Regiment, is a son of Brig. General W. H. Bell, U. 8. 
A., retired, formerly Commissary General. He entered 
the 71st regiment, N,.G. N, Y., as Assistant Surgeon, in 
April, 1895, and volunteered with the regiment for the 
Spanish war, being appointed Major and Surgeon, Dr. 
Bell served with distinction during. the Cuban cam- 
paign, and received the brevet of Major,. He wae the 
only Volunteer Surgeon in Cuba who was medical of- 
fiver of a brigade. His conduct at San Juan was one 
of conspienous bravery. 

FIRST LLEUTENANTS. 

Walter P. Corbett, Ist Lieutenant, 30th Infantry, 
served for more than ten years in the National Guard of 
Georgia in the Cavalry and Infantry, as Ist, Lieutenant. 
Ile was Ist Lieutenant and Regimental Quartermaster, 
Ist Georgia Inf., U.S, V., during the Syquish:Americon 
War. Mr. Corbett was United States Marshall: of the 
Southern District of Georgia during the Harrison régime, 
and: was the youngest man who ever held that office, hav- 
ing: been appointed to same in March, 1889, before he was 
23 years of age. He was born at Dublin, Laurens 
County, Ga., Aug. 1, 1866, and was assigned to 30th In- 
funtry at the request of Col. Gardener, with whom he 
was brigaded for six months of last year. 

Solomon Avery, Jr. Ist’ Lieutertant, 26th Infantry, 
was born at. Fremont, Neb., June 17, 1871, and is a resi- 
dent of Hudson, Columbia County N. Y. The following 
is his record of military service: Enlisted 23d Separate 
Company, N. G. N. Y., Oct. 20, 1898. Commissioned Ist 
Lieutenant, same company, Jah. 7, 1898. Commissioned 
Ist Lieutenant, 208d Inf., N. Y. Vols, July 6, 
Appointed Ist Lieutenant and Regimental Adjutant, 
203d Inf., N. Y. Vols., Oct. 7, 1898. Appointed Captain 
2uRd Inf., N.Y. Vols., Feb. 2, 1800. Mustered ont with 
rank mentioned March 2h, 1899. He was detailed as A. 
A. A. General, Ist Brigade, 2d Division, 24 A. C., ‘under 
Brig. Gen. Jacob Kline, from Feb. 4°°7899, ontil Maren 
25, 180). 

G: A. Densmore, ist Bieut. 324 Mnf. enlisted as\ pri- 
vate in the 4th U. S. Inf... 1886, was. a distinguished 
marksman -in 1890, and took part in. Department rifle 
competition, Department Columbia, 1888, 1889 and 1890, 
winning first medal department, first: medal division, and 
second medal Army team 1890. Discharged after five 
years’ service. On Vancouver renge, J890, he made the 
largest skirmish score ever made up to that time in regu- 
lar competition. From. 1891. to 1898 he engaged in busi- 
ness at his home at. Waterloo, lowa. At the beainning 
- the late war he enlisted.in hia old regiment, the 4t 

Inf., and served throwghout the Santiago campaign, 
rukiae part in several vie agit the most important 
of which being FE! Caney. His rifle was shot’ out of Wis 
hands during a night attack on San Juan ‘River, July 2. 
He was awarded certificate of merit for work at El 
Caney, and scouting duty,, and. was recommended for 
‘mmission in Regalar Army, but. was. barred because of 
age, being past 27. On the strength of this record he 
was appointed Ist. Lieutenant’ in 32d Inf, and: imme- 
diately placed‘ on Col. Craig’s staff. 

W. H. Ceok, Ist Lieutenant and Assistant Surgeon, 
32d Inf., ‘js a. graduate of, Rush Medical College. | He 
served in the war with Spain as Captain of Cow BE, 6th 
Califortiia Vol. Tof., from May 11 to, nruster" out, Dec. 
Ih, 1890; Acting Assistant Surgeon, U. 8. ‘Mareh 
23 to June 10, 1899, when he. resigned, to facet, 1st 
Lieutenantey and Assistant. Surgeon, 32d U. 8S. Vol. Inf. 


Pean Tompkins, appointed a Tst Lieutenant and as- 
signed to the 33d Inf!. U. S. Vols., was’ born. at Troy, 
N. Y., Sept. 16, 1869. ' He graduated from the Peekskill 
Military Academy in 1893, taking high honors, and with 
the..rank of 1st Lieutenant and Ordnance Officer in 
charge: of »Government property at that place. Mr. 
Tompkins went to Texas in 1894. and from that time 
until he wns commissioned a Ist Lieutenant in the Ist 

8. Volunteer Infantry represented a large New York 
concern on the road there.. Lieut. ‘Tompkins’s record 
With the ist Regiment was an excellent e. As the 
affieer_in command of Co..L he made it the. best. dis- 
eiplined and. best drilled company in; the ment. and 
later'ae Quartermaster of the same command was highly 
commended for his thorough adminiefration of affairs in 
that-office. Since the muster-out of his regiment he has 
beey engaged with the Enginger I rtment in the con- 
struction of fortifications at Port Bolivar, Texas. 


Theodore Schultz,’ txt Lieutenant, 33d Inf., was in the 
National -Guard: of Missouri: for mine years: arose from 
thé ranks to ‘command of 6," A, “1st “Missouri "National 


Guard; wae commissioned as Captain oy Cons Bee: 6th 


Missovri Vol. Inf., and served daring t 

iean War untiPmuster ont of regiment, May 10, 
wis commissioned ‘Ist Rientenant, UU, 8. Volk Tnt.. 
July 1, 189% and appointed Regimental nnn yo 
32d Inf. Aug. 10, but om aceount ¢ el ‘absent 
regiment on, recruiting service. he has not yet assumed 
the duties of Commissary officer. 




































































































ELIHU ROOT, of War. 
nS ee Ee ae eS Bn 


G. 0. 147, H. Q. A, A. G. O., AUG. 10, 1899. 
Announces the boundaries of described tracts of Govern- 
ment lands, situated in Oahu, Hawaiian Islands, set 
- Ay! purposes and —"- Ce ae Plog tm mes 
subject to any ou leases thereof Presiden 
of the United States by order dated July 20, 1899. The tract 
of land contains 1,344 acres, more or less, situated about 
three miles northwest from Honolulu, and described in 
Boundary Certificate of Crown Land Kahauiki, Kona 
District, Oahu, issued June 16, 1884, by R. F. Bickertor 
Commissioner of Boundaries for the Island of Oahu, 
shown on Government Survey Map Reg. No. 1511. 


G. O. 150, H. Q. A., A. G. O., AUG. 17, 1899. 

The following orders have been received from the War 
Department : 

War Department, Washington, Aug. 17, 1899. 

By direction of the President, ten itional regiments of 
infantry Volunteers will be organized under the provisions 
of the act of Congress approved March 2, 1899, with ren- 
dezvous at the eens Eamets : 

38th, Col. George 8. Anderson (Major, 6th Cavalry), at 
Jefferson Barracks, Mo. 

39th, Col. Robert L. Bullard (Captain, Subsistence De- 
pacementh. at Fort Crook, " 

40th, 4 Edward A. Godwin (Major, 7th Cavalry), at 
Fort Riley, Kan. 

41st, Col. Ephriam T. C. Richmond (Captain, 2d Artil- 
lery), at Camp Meade, Pa. 

42d, Col. J. Milton Thompson (Major, 24th Infantry), at 
Fort Niagara, N. Y. 

43d, Col. Arthur Murray (Captain, Ist Artillery), at Fort 
Ethan Allen, Vt. 

44th, Col. wowed J. MeClernand (Captain, 2d Cavalry), 
at Fort Leavenworth, Kan. 

45th, Col. Joseph H. Dorst (Major, 2d Cavalry), at Fort 
Snelling, Minn. 

46th. Col. Walter . Schuyler (Captain, 5th Cavalry), at 
South Framingham, Mass. 

47th, Col. Walter Howe (Captain, 4th Artillery), at Camp 
Meade, Pa. 

Each iment so organized will, for the big of dis- 
cipline and su ply. be subject to the orders of the Command- 
ing General of the Department in which the rendezvous is 
located, except that the ordnance and guartermaster’s sup- 
plies will be provided under the direction of the Chief of 
Ordnance and Quartermaster General and the regimental 
commander will report by telegraph to the Adjutant Gen- 
eral of the Department on his arrival at the imental 
rendezvous. ELIHU ROOT, Secretary of War. 

The regulations governing the recruiting and organization 
of these regiments will be the same as those published in 
G. O. 122, H. Q. A., A. G. O., July 5, 1899. 

By direction of the Secretary of War, and pursuant to G. 
0. 122, of 1899, regimental commanders may order their 
Lieutenants, as they become available, to report to recruit- 
ing officers of the Regular Army, at stations nearest the 
localities in which they wish their Lieutenants to recruit. 
Regular recruiting officers are authorized to order Volunteer 
officers reporting to them as assistants to localities desig- 
nated by the respective regimental commanders and to other 
points where there may be a prospect o! obtaining desirable 
recruits. They will give such officers proper written orders 
in advance, naming the places to be visited, and stating in 
each order that the travel enjoined is necessary for the pub- 
lic service. Lig J will also fully instruct the Volunteer offi- 
cers regarding their duties as recruiting officers, and sup- 
ply them with blanks when necessary. Regimental com- 
manders and recruiting officers will promptly furnish this 
office with copies of their orders issued under this para- 

raph. 

. al officers recruiting for Volunteers will, until further or- 
ders, telegraph the Adjutant General in the briefest terms 
possible at the close of each day on which enlistments are 
actually made, giving number of enlistments for each regi- 
ment; when no enlistments are made, telegraphic report is 
not required. 

No pureea under 18 years of age will be enlisted or re-en- 
listed, and minors between the ages of 18 and 21 must not be 
enlisted or re-enlisted without the written consent of father, 
only surviving parent, or legally appointed guardian. 

The attention of recruiting and examining officers is call- 
ed to the positive instructions in G. O. 122, of 1899, that 
only such applicants as fully meet the requirements regard- 
ing physical qualifications will be enlisted, and also to par. 
827, Army Regulations, as follows : 

827. Recruiting officers will be held to a rigid accounta- 
bility for the enlistment of men who may be found unfitted 
for the service. if a recruit, after | been enlisted, be 
rejected, or discharged as a minor, and it appear that the 
enlistment was carelessly made or in violation of these regu- 
lations, the expenses incurred In consequence of the enlist- 
ment may be stopped against the pay of the officer responsl- 
ble. . 
If medical examiners habitually accept recruits who are 
subsequently ge at regimental rendezvous, they will 
be held responsible. Such delinquents, if citizen physicians 
paid per capita for examining recruits, must no. longer be 
employed by recruiting officers; if contract surgeons, they 
must be reported by recruiting officers to the Surgeon Gen- 
eral of the Army ay £5 aentrect. 

command of Major nera es: 
ial H. C. CORBIN, A. G. 


CIRCULAR 19, DEPT. OF EAST, AUG. 22, 1899. 
The following communication is published for information 
and a, f Maj. Gen. Merritt 
ay ¢ d of Maj. Gen. . 
1 M. BARBER, A. A. G. 


W. D., A. G. O., say 17, 1899. 
The Commanding General, Fort Leavenworth, an, 

Sir: Secretary of War does not approve request officers 32d 
Inf. to have their families occupy quarters at Fort Leaven- 
worth, and In no case will such permission be given to fami- 
lies of officers of Volunteer regiments, 

HEISTAND, A. A. G. 








By command of Maj. Gen. Miles. 





CIRCULAR 18, DEPT. EAST, AUG, 21, 1899. 
The following communication is published for information 
and guidance. 
By command of Maj. Gen. Merritt. 
M. BARBER, A. A. G. 


W. D., A. G. O., Aug. 19, 1899. 
The Commanding General, Dept. of California, San Fran- 
cisco, Cal. 

Sir: The attention of the Department has been called to 
the case of a recruit recently enlisted at Newark, N. J., and 
rejected at the Presidio of San Francisco, Cal., on account 
of “tendency to hernia.”” The fact has also been brought 
to notice that men who have been enlisted upon the com- 
bined Judgment of an experienced officer and examining sur- 
geon are not infrequently rejected for trivial defects. hen 
the Government has been at the expense of transporti A 
recruit to San Francisco he should be held to service, unless 
he has some evident physical disqualification. A tendency 
to hernia—t. e., large abdominal rin might be a cause for 
rejection in the first instance, but It is not a sufficient rea- 
son for discharging a man already enlisted. 

The Secretary of War desires, therefore, that greater dis- 
crimination be exercised hereafter by feal officers mak- 
ing the final examinations of recruits after their arrival at 
the Presidio of San Francisco, and that cases of recruits 
with minor defects be not referred for the action of the 
Department without first submitting a full report of facts 
to this office. Very respectfull 

HOMAS WARD, A. A. G 


Official 7 respectfully furnished the Commandi Gen- 
eral, Dept. of the East, Governors Island, New York, for his 
information and guidance. 
By order of the Secretary of War. 
THOMAS WARD, A. A. G. 












Ant neh SE pO 


August.26,-1899. 





t rc and for th nd other publi y pompart = 
0 care e guns a 0 Tr pu c a 
Fort Gaines. ° rn 1 ~ 
By command of Col. Frank. 

Le ROY 8. LYON, Ist Lient., 2d Art., Actg. A. D. C. 


G. 0. 13, DEPT. DAKOTA, AUG. 16, 1899. 
To enable him to comply, with the eons of par. 
45, 8. O. 179, ¢. s., H. Q. A., Maj. C. H. Wh pple. Paymr., U. 
8.'A., is relieved from further uty in this Department. Maj. 
Charlies Newbold, Paymr., U. 8. A., is announced as Chief 
Paymaster, Dept. of Dakota. 
y command of Brig. Gen. Wade. 
ARTHUR L. WAGNER, A. A. G. 


CIRCULAR 47, DEPT. OF PACIFIC AND 8TH CORPS 
JULY 6, 1899. 
It having been brought to the attention of the Depart- 
ment commander that certain persons have represented to 
enlisted men of Volunteer ments that certain Regular 
regiments would probably be returned to America in less 
than two re, and that wen now enlisting in them here 
would probably receive travel-pay from the oe of dis- 
charge (at end of service) in America to the Philippine Is- 
lands, the place of enlistment, he directs that the holding 
out of such unauthorized inducements be discontinued at 
once, and invokes the patriotism of all those giving informa- 
tion on the subject to use only conservative arguments and 
methods and be absolutely correct and disinterested in their 
statements. 
By command of Maj. Gen. Otis. 
THOMAS H. BARRY, A. A. G. 


G. O. 151, H. Q. A., A. G. O., AUG. 19, 1899. 

By direction of the Secretary of War, the following 
changes in station of troops are ney announced : 

The 26th, 27th, 31st and 34th Regiments Infantry, U. 8. 
Volunteers, are hereby relieved from ya at their present 
stations and will proceed by rail to San Francisco, Cal., for 
embarkation at that int for the Philippine Islands, to be 
reported upon arrival to the Commanding General, Depart- 
ment of the Pacific. Mounted officers may take their horses. 
The regiments will be fully armed and equipped and sup- 
plied with 200 rounds of ammunition per man and proper 
tentage. Personal baggage will be limited to clothing ac- 
tually necessary for immediate field service. 

Department commanders where troops affected by this 
order are now stationed will by concert of action arrange 
with Commanding General, Department of California, for de- 
tails of movement, and report hour of departure and strength 
of commands by telegraph to the War partment. 

The Quartermaster’s Department will provide the neces- 
sary transportation, the Subsistence Department suitable 
travel rations, and the Medical Department proper medical 
attendance and ~~ 

By command of Major General Miles: 

H. C. CORBIN, A. G. 


G. O. 152, H. Q. A., A. G. O., AUG. 21, 1899. 
I.—By direction of the President, the Secretary of War 
orders that so much of War Department orders of March 8, 
1899, published in General Orders, No. 37, March 9 1899, 
from this office, as relates to the composition of regiments 
and batteries of artillery be amended to read as follows : 


ARTILLERY. 
12 batteries of heavy artillery, 113 enlisted men each. 1,356 
3 





2 batteries of field artillery, 162 enlisted men each... 24 
Regimental non-commissioned staff ................ 2 
SE GEN ce 0 Seis b's obs du hiveKarstinewsedakoe 28 
Total number of enlisted men in regiment ........ 1,710 
Or ES o's's kN. 4 waaawueeeces¢eees cows 7 
Total number of enlisted men in artillery .........11,970 





Each battery of heavy artillery shall consist of— 

1 1st Sergeant. 2 mechanics. 
1 Quartermaster’s Sergeant. 2 cooks. 

8 rgeants. 85 privates. 
12 Corporals. — 

2 Musicians. 11 

Each battery of field artillery shall consist of— 


1 Ist Sergeant. 2 Mus!c'ars 
1 Stable Sergeant. 2 cooks 

1 Quartermaster’s Sergeant. 133 privai.s. 
6 Sergeants. — 
12 Corporals. 162 

4 Artificers. 


II.—By direction of the Secretary of War, General Orders, 
No. 98, War Sapepemens. Adjutant General's Office, July 15, 
1898, is revoked, in deference to an opinion of the Attorney 
General, rendered July 18, 1899, construing Section 6 of 
the act “Providing for temporarily increasing the military 
establishment of the United States in time of war,” etc., ap- 
proved April 22, 1898, as authorizing a State military or- 
—— accepted by the United States, in a body, as a 

olunteer organization under said act, to be maintained, 
while in the United States service as a part of the Volunteer 
Army, as originally accepted in said service. 

By command of Major General Miles: 

H. C. CORBIN, A. G. 


G. O. 153, H. Q. A., A. G. O., AUG. 21, 1899. 

I.—By direction of the Secretary of War, the regiments of 
the Army will, for the purpose of drill and instruction, each 
be organized into three battalions, designated, respectively, 
ist Battalion, 2d Battalion, and 3d Battalion. 

Troops, batteries and companies will, as soon as practi- 
cable, be permanently assigned to battalions, as follows: 

. ~~ cavalry and infantry: ist Battalion, A, B, C, 
D; Battalion, E, F, G, H; 3d Battalion I, K, L. M. 

The artillery will be formed into battalions accordingly. 
except that the light and siege batteries, being mounted, will 
not yr in any battalion. 

IL.— direction of the Secretary of War, the following 
changes in the station of the t are ordered : 

One battalion each of the ist, 2d, 5th, 8th, and 10th U. 8. 
Infantry, to be selected by the Commanding General, Divi- 
sion of Cuba, will be relieved from duty at their present sta- 
tions and proceed to take stations, as hereinafter directed, to 
serve as depot battalions of their respective regiments in 
contradistinction to the other two battalions, which will be 
known as the active battalions: 

The depot battalion of the ist Infantry at Fort Leaven- 
worth, Kan. 

The depot battalion of the 2d Infantry at Fort Thomas, 


Ky. 

as depot battalion of the 5th Infantry at Fort Sheridan, 

Minne depot battalion of the 8th Infantry at Fort Snelling, 
nn. 

a depot battalion of the 10th Infantry at Fort Crook, 


Neb. 

The Quartermaster's pepestmens will furnish the neces- 
sary transportation, the Subsistence Department rations, and 
the Medical Department medicine an 
for the troops en route. 

Officers «nd enlisted men who are unfit for duty with the 
active baiialions will be transferred to the depot battalion 
and a sufficient number of officers and enlisted men will, if 

ible, be transferred to the active battalions to bring 
hem up to maximum fone prior to the departure of the 
depot battalions, and thereafter when a iment has a depot 
battalion officers and enlisted men, grade for grade, as nearly 
as possible, will be transferred between the active and depot 
battalions, upon the recommendation of regimental com- 
manders, by the concerted action of the department com- 
manders concerned, reporting action in each case to the 
War Department without delay. and to the station of the 
em of the depot battalion will be sent all recruits, 
inval and other transients pertaining to the respective 


ao. 
I.—Commanders of depot battalions will, upon recom- 
mendation of their company commanders, appoint the non- 


medical attendance 








tions is amended accordingly. 
By command of Major General Miles: 
H. C. CORBIN, A. G. 


H. @. A., A. G. O., AUG. 17, 1890. 
under Section 16 of 





of his hee desi Sie the ort Gh fami! 
as re for su 
or releties for his own savings, or for any other purpose 


shall rt to t Paymaster General, 8. A. on 
scribed the names of all men of their organinations 
who desire to make allotments, and t er, on the last 


Fy 

| 

if 

i 
ge¥s 


month, begin an allotment period. These 

aoa General all sar adeno Siunet be rempectt 
master ra m iw oO ive 
comma officers, stating the names of grantors and the 
mounts and of the allotments. 

3. - .+— an be — ay in duplicate and wit. 
nessed by the respective commanding rs spec par. 
2; one copy to be retained by said commanding d 
the other to be forwarded Tmmediately to 
General, U. 8. A. An allotment shall be made payable on the 
last day of each month and for a stated od. 

4. The death, discharge, or desertion of a soldier who has 
an allotment erro J will be cause for 


i 
et 


t » 
and the commandi officers specified in par. 2 shall report 
in the most expeditious manner to the ment or corps 
commander the names of grantors whose allotments thus 
cease or are suspen the department or corps com- 
mander shall promptly telegraph this notification to the 
Paymaster General. 

. On the last day of each month the commanding officers 
specified in par. 2 shall submit to the Paymaster General, on 
prescribed planks, a report of allotments, if any, to be dis- 
continued in the month next succeeding, and such allot- 
ments as are to be discontinued . A the act of the grantor or 
by reason of par. 10 shall be payable for one month after the 
date of such report. Upon the receipt of this report the 
Paymaster General shall at once acknowledge same to said 
commanding officers. 

6. Payment to allottees shall be made by one or more Pay- 

masters, to be designated by the Paymaster General, U. 8. 
Army. 
7. In case of the capture of soldiers who have made allot- 
ments which may expire after their capture, the monthly 
payments of the same shall be continued until otherwise or- 
dered by the Secretary of War. 

8. In case of the transfer of a soldier whose period of allot- 
ment still continues, all the data respecting said allotments 
shall be entered on his descriptive list, and the commanding 
officer of the troop, battery, or company from which he is 
transferred shall at once report such transfer to the Pay. 
master General, U. 8. Army. 

9. The date, period and amount of allotment shall be en- 
tered as a part of the soldier’s record in the descriptive book 
and also noted on each muster roll duri the period of 
allotment. The discontinuance or suspension of an allot- 
ment shall be similarly entered and noted, 

10. When the grantor of an allotment is soon entitled to 
discharge and is so much in debt to the United States that it 
will require the whole or a part of his allotted pay to cance! 
bis obligation, this allotment shall be terminated in the pre- 
scribed manner. 

11. Upon receiving information of the death of any person 
to whom an allotment is payable by him, the Paymaster 
properly designated to pay this allotment shall at once re- 
port this fact to the Paymaster General, U. 8. Army, who 
= forthwith inform the grantor’s immediate commanding 
otf eer. 

12, When an allotment is discontinued, at the request of 
the person making it, before the expiration of the term for 
which it is granted, it shall not be renewed within that 
term except by rmission of the regimental or post com- 
rander, on satisfacwry reasons being given for such discon- 
ty vance and renewal. 

By command of Maj. Gen. Miles: 

. C. CORBIN, A. G. 

(The order also —_ the prescribed forms to be used, 
which we omit.—Ed. Journal.) 


W. D., A. G. O., July 17, 1899. 
The Commanding General, Fort Leavenworth, Kansas: 

Sir—Secretary War does not approve request officers 32d 
Inf. to have their families occupy quarters at Fort Leaven- 
worth, and in no case will such permission be given to 
families of officers of Volunteer regimenta 

By command of Maj. Gen. Miles. 

HEISTAND, A. A. G. 
Published in 19 D. East, Aug. 22, 1899. 


G. 0. 18, DEPT. OF PROVINCE OF HAVANA AND 
PINAR DEL RIO, AUG. 16, 1899. 

The following named officers are announced as constitutin 
the staff of the aulee tier, General commanding the rt- 
ment: Personal Staff—2d Lieut. Fitzhugh Lee, Jr., ist U. 8. 
Cav., A. D. C. Department Staff—Maj. Robert E. L. Michie, 
A. A. G., U. 8. V., Adjutant General: a James L. Wilson, 
Q. M., U. 8. V., Chief Quartermaster; Maj. Frank H. Ed- 
munds, Ist U. 8. Inf, Acting Inspector General; Maj. Oliver 
E. Wood, C. 8., U. 8. V., Chief Commissary; Maj. Jefferson 
R. Kean, Surg., U. 8. V., Chief eas: Capt. Herbert J. 
Slocum, 7th U. 8. Cav., Disbursing Officer of Insular Funds; 
Capt. Edward B. Ives, Signal Officer, U. 8. V., Signal Officer; 
ist Lieut. Harry F. Jackson, 2d U. 8. Art., Acting J. A.. 
Acting O. 0. Acting Engr. Officer and Inspector of Smal! 
Arms Practice. 


G. 0. 17, DEPT. OF PROVINCE OF HAVANA AND 
PINAR DEL RIO, AUG. 17, 1899. 

Capt. Herbert J. Slocum, 7th U. 8. Cay., Is detailed as 
Disbursing Officer of the Cuban Customs Fund allotted this 
Department, vice Maj. Samuel D. Sturgis, A. A. G., U. 8. V. 
ist Lieut. H. F. Jackson, 2d U. 8. Art., is detailed as Acting 
raaee Advocate of this Department, vice Maj. R. E. L. 
Michie, A. A. G., relieved. 


G. 0. 40, DIVISION OF CUBA, AUG. 16, 1890. 
Lieut. Comdr. Lucien Young, U. 8. N., having reported to 
the Major General pom memy g Sy | duty, in compliance with 
orders from the Secretary of the Navy, is hereby announced 
as_ Captain of the Port of Havana. 
By commond of Maj. Gen. e: 
W. V. RICHARDS, A. G. 


GENERAL OFFICERS. 

Brig. Gen. John C, Bates, U. 8. V., accompanied by his 
authorized Aides-de-Camp and a detachment of troops of 
the 23d U. 8. Inf., will by trans Churruca to the 
U. 8. military it of Jolo, Island of Jolo, for the execution 
of certain specific instructions and return to Manila. (D. P. 


a h C ag 2 3) 

Brig. Gen. i C. Merriam, U. 8. A., commanding Depts. of 
the rado and Missouri, will proceed to Omaha, Neb., 
and return to Denver, Colo. , . . 12.) 

Brig. Gen. Irving Hale, U. 8. V., will proceed with the ist 
Colorado ment of Infantry on U. 8. transpo: 
to San Franc , Cal. (D. P. and 8th Corps, July 5.) 

Brig. Gen. Loyd Wheaton, U. 8. V., is to duty 
with the 2d Division, 8th Army Co: and will report to the 
Commanding General of that division, at San Fernando, 
P. L., for assignment to the command of one of its brigades. 
(D. P. and 8th Co July 5.) 

Brig. Gen. Irving Hale, U. 8. V., is honorably discha 
ae 9 — Army, to take effect Oct L 1899. ° 

- Aug. 
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oe GENERAL'S a. 
‘the Volutie Gen., V., is honorab! 
aigehnrged fr "trom the hutesr Army, - ae effect Aug. 17, 


Rive Sen. a & ENERAL’ 8 DEPARTMENT. 
order of W._D., Aug. 10, Lie relating to Lieut. Col. 
rng H. Crowde?, Judge ‘Aav., U. Bi V., is ‘amended so as 
ey ts Rg. 28 im Nae the Volunteer. Army, Aug. 


ADJUTANT Ganbearre DEPARTMENT. 
leave for 90 days, with permission to visit a U. -8., 1s 
granted Maj. Putnam B. Strong, A. A. G., U. ¥y. «DP. 


d 8th July 3.) 
“May, Sime! seeeet dD: Sturgis, & A Gs: 4 s.-V.; will deenren to 
Sa enon! Cal., ‘for a. (W. .D., Aug. 21.) 


QUARTERMASTER’S DEPARTMENT. 


The beer tay o sick leave granted Capt: Clifton L. Fen- 
ton,, A. . &. vw is farther extended to Sept. ls, 
1800. WP “Dp. "gig 19 

Maj. stheway,°Q . M., U. 8. A, Chief Q. 


will proceed to Forts Niobrara and Robinson, Neb., and tee 
out eS. special instructions and return to Omaha. (D. M., 
Aug. ) 


Me he + month, is prenee Maj. James B. Aleshire, Q. 
U. (cw. D., A ) 

Miape jarion M. MeMill A. Q. M., U. 8. V., will report 
to the Commandin General, lst B de, 2d Division, 8th 
Army Coxps, for duty as Q. M. of that brigade, relieving 
Capt. Joseph T. Davidson, Adjt., Bist’ Iowa. (D. P. and 8th 
Corps, July 6.) 

Capt, Laurance C. Baker, A. Q. U. Ving recently - 
pointed, will proceed to New yore City for oa as Q. 
and A. C. 8. on the U. 8. transport Wright. , Aug. 22} 


Post Q. M. Sergt. Charles Campbell, U. 8. +: having Samm 
found guilty of conduct to the prejudice of good order and 
milita me line, was sentenced “to be dishonorably dis- 
char . D., Aug. 21.) 


SUBSISTENCE DEPARTMENT. 

The Chief Commissary of the Department will send to 
Imus, Island of Luzon, for disttibution to the inhabitants of 
that village suffering for food, not to exceed 5,000 pounds of 
canned reast beef and 10,000 pounds of rice. (D. P. and 8th 
Gorps, July 9.) : 

Capt. ,~ he F. Evans, C. 8., U. 8. V., is honorably dis- 
charged from. the Volunteer Army, to take effect Sept. 2, 
1899. (W. D., Aug. 17.) 

° Sergt. Daniel A. H, Koster A a Oe Aug. 17. 
rom ist Sergeant, Battery H, Sth 8S. Art.), now at 
Fort amenes New York, will be sent te Trinidad, Cuba. 


(W. D., Aug 
Comy. Sen Prank B.. Lehman will be sent to Paso Ca- 
ballo, Cuba, Leebaa of Cienfuegos, Cuba. (W. D., Aug. 19.) 


The Commanding General, Division of Cuba, will detail an 
officer to perform the duties of Depot Commissary at San- 
tlago, Cuba, to relieve Capt. Frederic H. Pomroy, A. ©. 8., 

8S. V.,.of his duties at that place. Capt. Pomroy will pro- 
ain at once to Puerto Principe, Gate, and relieve Capt. 
Morton J. Henry, A. C. 8., U. 8. ‘ of his duties as Pur- 
chasing and Depot Commissary at Yat place and at Nuevi- 
tae, Cu (W. D., Aug. 19.) 

Comy. Sergt. D. "A. Kolster is attached to H, Sth Art., 
for quarters and rations. (Fort Monroe, Aug. 20. 

Maj. Henry B, Osgood, C. 8., U. 8. A., will proceed to 
and make arrangements for the 


South Framingham, fass., 
S. Vol. Inf. at that place. (W. 


subsistence of the 46th U.- 
D., Aug. 22.) 
MEDICAL DEPARTMENT. 
Asst, Surg. George H, Jones, U. 8. A., to Jefferson Bar- 
racks, Missouri, for duty. (W. D., Aug. 22.) 
The sick leave granted ist Lieut. William BE. Richards, 
Asst. aay U. S...A., is extended three months. (W. D., 
) 


A 
Charles .W. Fry; U. S. A., to Vancouver Bar- 
ae Was hington,, for duty. with that regiment. (W. D., 


ee Thémas ©. Stunkard, UT 8."'W., to report’ for 
aay 7 the U. 8. | Hospital, Presidio of San Fran- 
cisco, Cal. (D. Cal, Au 5) 

A. A. Surg. William H. Tukey, U, 8S. A., ‘to duty at the 
U. 8. Senoest Hospital, Presidio "ot San Francisco, Cal. (D. 
CaL, i > 

A: A. Surg. D. J. 


rg. Johnson to Camp Meade, Middletown, 
Pa., to duty with 47th Inf. (W. D., 


Aug. 22.) 


. Ira S ow, Surg., U. 8, V., to ion Francisco for 
duty. (W. Aug. 22.) 
A. A. Bang Ge * George L. Cable, U. S. A., to New York City, 
N. Fe Aug. 22.) 
«* Surg. Morris z. Lord, U. 8. A., will re ot ,to the 
Ayeaieea Barracks, New York,.for duty. (W. D., Aug. 


A. Surg. Samuel P. Cottrell, U. S. A., is relieved from 
oak duty at Camp Meade, ewe, Pa., and will re- 


rt to the C. O., 28th Inf., U. to accompany that reg- 
ment to Manila. (W. D., Aug. So. } 
So much of par. 18, Aug. 899, W. D., as relates to be 


S. A., is revoked. (W 


ree i B Moseley, Surg., U. 
Au 
og award B. Moseley, Surg., U. S. A., will proceed to 
Mantis for duty. (W. D., Aug. 3.) 
A. A. Surg. Arthur W. McArthur, U, 8S. A., will proceed 
to Fort Niobrara, Nebraska, for dut (W. D., ‘Aug. 23.) 
The following-named Medical O cers, recently appointed, 
with rank from.August 17, 1899, are aguigned ‘2 to gi om 
as bereinafter indicated: To the 38th In head 
quarters, Jefferson Barracks, Missouri: Maj. ) ¥S D. Glen- 
nan, Surgeon (Captain and Assistant Surgeon, U. 8. A.); 
is relleved from further duty at Fort Myer; Capt. Fred 
erick 8. Assistant Surgeon, is relieved from further 
ay at OF’ Sami Houston. To the 39th Inf., U. 8. 
“ieadduarters, Fort Crook, Neb., Maj. Philip G. Wales, 
‘giliipoan {Coptaie ana Assistant Surgeon, U. 8. A.) is 
relieved from further duty at Fort Niobrara; Capt. Seaton 
Nor . Assistant Surgean, is relieved from further duty 
at Fort Monroe; Ist Lieut. Edward G. Beeson, Assistant 
Surgeon. To the 40th Inf. U. 8. V., headquarters, Fort 
Riley, Kansas, Maj. Thomas U, Raymond, Surgeon (Cap- 
tain and Assistant Surgeon, U. A.), is relieved from fur- 
ther, duty at San Francisco; Capt. Edward A. Romig, As- 
sistant Surgeon, is relieved from further duty at Santa 
Clara, Cuba; ist Lieut. Easton Burchard, Assistant Sur- 
To 41st Inf., U. 8S. V., headquarters, Camp Meade, 
Beapayivania, Maj. Allen M. "Smith, Surgeon (Captain and 
Aésistant Surgeon, U. 8. A.), is telieved from further duty 
at. Fort Hanecock;. Capt. omas R. Marshall, Assistant 
ae ta is relieved from further duty at Military Hospital 
avana. To the 42d Inf., U. 8. , headquarters, 
Fort “eiagare, New York, Maj. Walter D. MeOCue, —— 
(Captain and’ Assistant Surgeon, U. 8. A.), is relieved from 
further duty at Fort Porter, New York; Capt. William 
Duffield Bell, Assistant Surgeon. To the 43d Inf., U. 8. V., 
headquarters, Fort Snelling, Maj. Merritte W. Ireland, Bur. 
Snyder, Surgeon (Captain and Assistant Surgeon, U. 8. A.), 
is relieved from further duty at Fort Ethan Allen; Ist 
Lieut. Dudley M. Welch, Assistant Surgeon, is ore 
from further duty at Mayari, Cuba. To the 44th Inf: 8. 
V., headquarters, venworth, Kan., Maj. William 
F. JAppitt, Jr., Surgeon. (Captain and Assistant Surgeon, 
U. z), is relieved from further duty at Washington Bar- 
at an Capt. Charles L. Furbush, Assistant Surgeon, is re- 
lieved from further duty at Havana; ist Lieut. Thomas 
Tt patton. assistant Surgeon. .To the 45th Inf., U. 8. V., 
ers, Fort Snelling, Maj. Merritte W. Ireland, Sur- 
D NGaptain and Assistant Surgeon, U. A.), is relieved 
} ond further duty at Fort Wayne; Capt. Frank E. Artaud, 
Assistant Surgeon, is relieved.from further duty at Puerto 
Lieut. Frank Donaldson, Assistant Surgeon. 
46th .Inf., U, 8S. V., headquarters, South tg rt 
ham, William Goss well, Bargeo n; Capt. ey x ‘ 
Assiotant Surgeon; ist eut. rt W. Andrews, ssist- 
mn. To the 47th Inf, “, 8. 
ont Serpe. Pennsylvania, Maj, J onerh T. Clarke, Sur- 
tain and Assistant Surgeon, U. 8. A.), is relleved 
from Soke duty at Madison Barracks; Capts. ‘homie, Mar- 
Furbush and Artaud and ist Lieut. ae will —_ 
) 


V.,. headquarters, 


pa . to New - =+ ont for Surthor reg tet t -» Aug. | : 
A. Ae 0 emp rary duty 
“at the-ist tal Manila” te. P. 8th Corps, 


J 
. Stwd. Warren EB. Dubes, U. 8. A., will report to the 


e402 U. S.. troops, 





et Gee Son 
8. 


oer fg RET rage oo ret 


pine a>. Dd, 











Sent Bogene 1: Swit L. Seine oa Sar. La 5: &. ) wilt toe 1) 
the © eg a 
duty during the Bs to othe se philipaie ont orga bon 


Aug. 5,) 

A, A. — —_ H. Bradley, U. 8. aw 
duty at the U. eral _Hosplia P prestdleus ~, Tan- 
ciseo, Cal. <«D. Gal Aug. 7 


Maj. Herbert W, Cardw i pe Surg., U. 8. V., and A. 


A, Surg. L. tw. Sandal A., will, on Aug. 14, report on 
beard the transport rt Bona ure = aie uring the voyage to 
se Philippine Islands. a OS. 

ALS e will report to the 


on the at Sinn for duty * 
the voy age to the e Philippine Islands. (D. Gal, A oy ys All 

A. A. Surg. Guy G iley, U. S A. will, rs 4, 
to the ©. O., U, S&S troops, on the trans Paul. fo tor 
duty during the vo Phas of that ‘vessel to Seattle, Wash., and 


return, by rail dio, Cal. apg em 
“AA Su rg. Willa Prend Tukey, is’ . io Biles on tome 


oon eee at the Presidio, Cal, aa <ieeaiiption with ¢ 
medical examination of officers and enlisted men of Volun- 
teer frocge returning from ie ri ae Islands, in place 
of A. A. Surg. Joseph L. age relieved on account 
of sickness. (D. Cal., Aug. 

Hosp. Stwd. Joseph’ Scheami. to report to the C, O., U. 8. 
troops, on the transport Senator, for duty during the voyage 
to the Philippine Islands. (D. Cal., Aug. 9.) 

A. A. Surg. George W. Sims, U. 8. A., will report to the 
S. troops, on the ee Morgan City, Aug. 10, 


co. Ww. 
Philippine Is ands, (D. 


for duty beg the voyage to 
ny We Avy 20 

urg. rank L. R. Tetamore, U. 8. A., to report to 
od” ‘Lieut, Ben H. Dorcy, 4th Oav., on the transport Lee- 
lanaw, for duty during the voyage of that vessel to the 
roe »pine Islands. (D. Cal., Ans. .: 

al Edwin F. Gardner, Surg., U. is detailed as addi- 
ional member of the ba ps M. neue at Fort Grant, 


Ariz. (D. Colo., eh 
A. A, Surg. E. V %- U. 8S. A., to report to the Com- 
manding General, Division of Cuba, for duty. (W. D. 
Aug. 18.) 
Capt. Alexander N. Stark, Asst. Surg., U. A., to the 
Commanding General, Division of Cuba, ‘tor aniy. (W. D., 


Aus. Sw. 
— R. M. Bonar, U. 8 
aw “daty. Vv. D., Aug. 18.) 
A. Surg. ay L. Baker, U. 8. A., will - yy to 


A., to San Francisco, Cal., 


Washington, D. for instructions. (W. fl Aug. 
Capt. Henry R ‘Stiles, Asst. Surg., U. 8. wit roceed 
to. Benicia. Barracks, Cal., for duty. (W. D, “Aug. 


The ordinary leave granted Capt. William L. * 
Asst. Surg., U. 8. A., is re a to sick leave, and as such is 
extended 23 days. (w. iz. 


Hosp. Stwd. ose H. Gerbain will be sent to Fort 
Banks, Mass. (W. Aug. 19.) 

Par. 26, 8. 0. 489, W. D., Aug. 14, 1899, relating to A. A. 
Surg. John Sturgeon Hill, U. 8. x is revoked. Ww. D., 
Aug. 19.) 

Par. 29, 8. O. 191, W. D., ae 16, 1899, reiating to A. A. 
Surg. Herman W. Gross, U. me is revoked. (Ww. D., 
Aug. 19.) 

Capt. William L. Kneedler, Asst. Surg., U. 8S. A., will 
report to Maj. William H. Arthur, Surg., U. 8. A., command- 
ing Sone. U. 8, hospital ship Missouri, for duty. (W. D., 
Aug. 19.) 


8S. A., will re- 
th . Corps, for 


lst Lieut. James 8. Wilson, Asst. Surg. 
port to the Dept. of the Pacific and 
duty. (W. D., Aug. 19.) 

Hosp. Stwd. George H. Gorham will proceed to Fort 
Banks, Mass., for duty. (Fort Warren, Aug. 16.) 

Acting Hosp..Stwd. William D. Broughton will report to 
Maj. H. 8. Kilbourne, Surg., Medical Superintendent, Army 
Transport Service, Army Bullding, New York City, for duty 
on transport W right. (W. D., Aug. 22.) 

Hosp. Stwd.. P. Erck will proceed to Camp Meade, Pa, 
(Port Hamilton, ‘Aug. 19.) 

A. A. Surg. George Reeves White, U. 8. A., 
cisco, Cal., for duty. (W. D., Aug. 21. 

Capt. Deane C. Howard, Asst.’ Surg., U. 8. A., is detailed 
as a member of the Boaed of Officers to meet at West Point, 
Aug. 22, 1899, for the physical examination of candidates 
for admission to the U. 8. Military Academy, vice Col. Dal- 


to San Fran- 


las Bache, Asst. Surg. Gen., BS. A., relieved. (w. D., 
Aug. 21.) 

The order directing Maj. Robert J. Gibson, Surg., U. 8. A., 
to proceed to Manila for duty is revoked. (W. D., Aug. 21.) 


The as changes in the stations and duties of officers 
of the Medical Department are ordered: Capt. Edward L. 
Munson, Asst. Surg., U. 8. A., to Washington Barracks, D. 
C., for duty; ist Lieut. Franklin M. Kemp, Asst. Surg., U. 
8S. A., to West Point, N. Y.; Capt. Deane C, Howard ‘Asst. 
Surg., U. 8. A., to Fort Hancock, N. J., for’ duty; Maj. Rob- 
ert J. Gibson, Surg., U. 8. A., to San Francisco, Cal., for 


duty. «W. D., July 21.) 
Major and Brigade Surg. Guy L. Edie, U. 8. V., will re- 
port to the Provost Marshal General, Manila, P. I., for 


(D, P. and 8th 


to Las Quimas Hos- 


duty with the Board of Health of the city. 
Corps, July 5.) 

A. A. Surg. A. —? U. 8. A., 
pital. (D. Cuba, Aug. 

A. A. Surg. C. W. artiett, U. 8. A., 
Havana. (D. Cuba, Aug. 11.) 

A. A. Surg. William E. de Salazar, U. 8. A., is relieved 
from duty in charge of the Geatin of Cuban rations at 
Regla. (D. P. H. and P. D. R., Aug. 7. 

Hosp. Stew. Clark L. Brown, to Columbia Barracks. (D. 
I’. H. and P. D. R., Aug. 4.) 


PAY DEPARTMENT. 

Leave for two days is granted Maj. John P. Baker, Paymr., 
U. 8S. A., St. Louis, Mo. (D. M., Aug. 14. 

Leave for seven ~—s = is granted Maj. John P. .Baker, 
Paymr., U. 8. A., St. Louis. (D. M., Aug. 17.) 

Lieut. Col. Albert 8. Towar, Deputy Paymr. Gen., U. 8. 
A., will return to his ee station. Lieut. Col Towar is 
relieved from duty as Chief Paymaster, Dept. of the Mis- 


to report to C. Q. M., 


souri, to take effect upon his arrival at Omaha, Neb., and 
will ‘proceed to San Francisco, Cal., for duty. (W. D., 
Aug. 18.) 


- ORDNANCE DEPARTMENT. 

Capt. Orin B. Mitcham, Ord. Dept., U. 8. A., will proceed 
to the War Munition Company, Bradford, Pa., on business 
pertaining to the inspection of the facilities of that com- 
pany for the manufacture of smokeless powders for seacoast 


guns. (W. D., Aug. 17.) 
SIGNAL CORPS. 
2d Lieut. William BE. Davies, U. 8. V. Signal Corps, and 


detachment will be held in readiness to sail on the transport 
Morgan City about Aug. 8, for the Philippine Islands.. (D. 
Cal., Aug. 5.) 

2d Lieut. Charles M. Duffy, U. 8 V al Corps, 
charge of a detachment at Azgel inna, caf will be held 
in readiness to sail on the transport Senator, Aug. 14, for 
the Philippine Islands. (D. Cal.. Aug. 11.) 

Lieut. V. Stamford, Signal Officer, U. 8. V., is detailed 
Rec ruiting Officer and Summary Conrt Officer. (Signal Corps, 
Fort Myer, Aug. 22.) 

oe yee 

Chaplain Henry Swift, U. will proceed on the trans. 
port Morgan (¢ “ity to Mantia® om kL, for duty as ——— of 
one of the Regular regiments. ‘D. Cal, Aug, 

Leave for days is granted Post ‘chaplain Ruter W. 
Springer, U. 8. A. (D. L., Aug. 18.) 


CAVALRY. ARTILLERY AND INFANTRY. 


18T CAVALRY—COLONEL ABRAHAM K. ARNOLD. 
Capt. John Pitcher, Ist U. 8. Cay,, now on sick leave, will 
proceed to Columbus Barracks, Ohio, for duty as Adjutant. 
(W. D., Aug. 23.) 
2D CAVALRY—COLONEL HENRY B. NOYES. 
Maj. Joseph H. Dorst, 24 U. 8. Cay., to Washington, D. C., 
for further orders. (D. Cuba, Aug. 11. ) 


LP. aD CAVALRY 









ist wl 
. us n ; 

24 Lieut. item B. Co 
¢ ew Chosise eis du 


=a ae, his troOp 
rears at 
Join t t 0 . 
cut. . Sra _ “3a Ca¥. te et senourer and in 
clirge of sare’ er, : 
Fana, m AYU Sar taft of Gen. 
. D. on 4 
eas ~haffee. ‘esa _ 
4TH cavauxcovownt MICHAEL COONEY. 
2¢ Lieut. Ben H, Dosey, ¢ th Oay., ts detailed to act as Q. 
ie Commissary tran dport Leelanaw. (D. Cal., 
STH CAVALRY—COLONEL LOUIS B. CARPENTER. 
The following transfers —~ ) al Sth U. 8. Cav. wy 1g 
ist Lieut. Jesse Mcl. Carte Troop C to Troop A ; ist 
et ei F, McClure, fsou ‘Feooee At to Troop C . *(w. 


) 

The Ss WwW. D., May 1, 1890, directi Ca Francis 
Michier, at U. 8. Gay., to report for cxamina nation we pro- 
ray © y Washington rracks, D. C., is revoked. (W. D., 


‘Au 
tthe ik have granted ist Lieut. eer B. Se Sth U.. 8. 
Cav., is extended one month. 43.) 
i, “Jesxina, Sth U. 8. 









Oav., having 
to the 
ash,, and 







The leave granted ist Lieut. Sohn it 
Cav., is extended one month. (W. D.; 


6TH CAVALRY—COLONEL SAMUEL 8. SUMNER. 
Maj. George 8. Anderson, 6th U. 8. Cay., Jefferson Bar- 
reas Mo. will ecoed to Washington, dD. ©., for further 
orders. 
7TH CAVALEY——COLUNEL SmHOneas A, 4. BALDWIN. 
The leave granted Capt. Thomas B ~ Tth U. 8. Cav., 


aa oxtenees ee ~ w. a” AK, os 

8 eu ela - k = eaten 7th Wee 

detailed in charge of "the ‘office 0 c, Oblet” Gommiaeary 

with station in: mados, durin 1 e te absence of 

Maj. O. E. Wood, on leave. (D. r. H. and P. Do R. a) 
Capt. Herbert J, Slocum U.. 8... Cay., detail 


pecial duty as Disbursi ‘ohieer with station Seems - 
ides. (D. P. Tl. amd P.-D, R., Aug. 11.) - “ 


8TH CAVALRY—COLONEL ADNA R. 
Sick leave for two months, to take effect oo ase.3 a 
‘1800, is grantedMaj. Charles A. P, Hatfeld, 8th U. 8. Ca 
(W. D., Aug, 18) 
9TH CAVALRY—COLONEL THOMAS Mares. 
Sick leave for 20 days is nmted 2d Lieu me hover 
‘nack, 9th Cav., Fort Grant aris. (D. Co! » 
I. ., LW. Comish, Cav. se —S anteahe ind return retarn 
Oo or ar h conn n Ww etice 
‘= tieat “wills y H Co or mr 
st Lieut am orn my., 9th Cav,, will 
‘ceed to Battle a Nev. New., for the pypese of inapocting 
and purchasing cavalry b (D. Cal., Aug. 8&) 
10TH CAVALRY COLON, SAMUEL M WHITSIDE. 
Capt. Samuel L. W 
‘recruiting service a Te exas, 
1G. Cs Cabell, & U. 3. Cav., from his duties at part place. 
} bart i 0. 198, Aug 38. a _ Wn to esa 
‘Samuel L, Woodward ‘ote , and Ca De Rosey 
c. Cabell, 6th U. 8. Cav., is selaliek” TW. 23.) 
i Capt. Samuel L. Woodward, 10th U. 8. Cav. ig detafled 
on recruitin: aouee at St. Louis, Mo., relieve. Capt. Ho- 
me to Phila- 


bart K. Bailey, Sth U. 8. Int,, who. wil 
i delphia for roatuiting duty. (W. D., Aug. 


11TH CAVALRY—COLONEL JAMES LOCKETT. 
Th ollowing nam medical officers, recent! sopainted 
ie Wietdntoors to = from Atg. 10, fot, "a 
uigned to the 3 llth Cay,, U, George D De Bt Shon, 
rE. ; — 3 Alexander D. Ghiséline ‘set. Surg. ; “Ist Lieut. 
| Bhadiwort 0. Beasley, Asst. Surg: “(W. D., Aug. 19.) 


| 18T ARTILLERY—COLONEL ROYAL T. FRANK. 
Capt. John M. K. Davis, Ist Art., Acting Inspr. Gen. ot 
the rtment, wit Rr roceed to Fort McPherson. Ga. 
| mo 20th t ols,, stationed at that t post. a e 
ug. 17, ; 


8D ARTILLERY—COLONEL JACOB B. RAWLES. » 
Sick leave for one .month prly for an extensi of 
three mon ig granted Ist Lieut + oa 8. Overton, 3d 
U. 8. Art. )». B; esr 8th Corps, J 
_ Ist Lieut. p tes. ©. Buckey, $a 0, 8 Art., will 
‘from City of, Suez on or about Sept. 17, e 08- 
; pital ship Missouri, te Manila. (W. me 
Ist Lieut. veya C. ae 8a U S. Art wil proceed 
' to New. York and rintend the joo loadlug of twelve 
12%-inch Sima-D ey dynamite guns, accessories and ammu- 
‘nition, on board the steamer ated for rtation 
& Manila, via the Sues Canal and Hong Ko | then 
pair to Woolwich Arsenal, England; =. France, and 
| Anbtetdam, Holland, for the purpose of ins at those 
laces the organization and material of mount o~ n and 
owitzer batteries used ip India and Africa, and 
| car, Java, Borneo and Supetre. tra, under condithone’ - ilar be 
i those of, serviee in the lippines rT 
, Suez, where ‘he will take station. "W. aiag 


4TH ARTILLERY—COLONEL reancis L. GUENTHER. 


Sergt.-. J. Thom , L, 4th Art., is detailed Provost Ser. 
geant. (Fort Du Pont,-Del, Aug. 20.) 
Leave for seven a is nted 2d Lieut. R. 8. Granger, 





4th Art. (Part, Terry, N. owt 19.) 
Corpl. Christ Sanvick, 0, 4th Art., has been, promoted to 
Sergeant. 


Corpl. fF Dane, ©; 4th Art., has been promoted to Ser- 
geant. 

Leave for two days is qreuted ist ist Lieut. A. M. Hunter, 4th 
, Art. (Fort Du ons. De 8.) 

2d Lieut, J. C. Jebnson, a aac, is detailed Exchange 
| Officer and ok (Fort ter eee Ang. 18.) 

» Hunter, 4th: Art, rt at Battery 
point, Del., hers ‘instructions connected with target prac- 
Sa Lent. lye ks 4th Arta, is ppointed 

p eu allup, r a a Summar, 
Court ee (Fort Monroe, Aug. 18. ’ 
L. H, Walker, 4th.Art., granted leave for seven 
days. ( Hunt, Aug. 22.) 
Leave for seven ‘days is fag Col. BF. L. Guenther, 4th 
Art. (Fort 5 7. 
Lieut, 3 Hatch, Ak BR: ts appointed Ad utant, 


: —— cou 0 and post treasurer. (Fort Strong, 
ASS. 
The “ordfnary, leave granted Capt. Richard E: St 4th 
U. & Art, changed to ick leave. (W. DA og. BD . 


5TH ABTUA PRE DEANE. JOHN L RODGERS. 
So “much of 186, W. D.; Afig. 10, 1899, am re- 
lates to yeh E: Hrooxe ¢ Payne, bth v. Bare, is revoked. 


D., 
ist Cleat.) 19) MeNetl Sth Art., will turn over p 
| Ba te 2d Lieut. Le Vert Coleman. 


Sth A nr nape hemes 
aving re-enlisted, his war. 
Court 
i detailed Rewadhias 


B. K. Pesispranssn ‘ctr Bp 
‘ee 28.) 

Art., is Gotal counsel in 
& < m ‘ort Wadsworth, Aug. 18.) 
(Continued on page 1246.) 
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iy DIAMONDS, WATCHES, JEWELRY, 
ig SILVERWARE, CLOCKS AND A COM- 
f PLETE STATIONERY DEPARTMENT. 
ENAMELED SLIVER AND GOLD 
REGULATION ARMY CORPS BADGES. 
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BLACK, STARR & FROST have models 
of the West Point Class Rings for many years, 
and can supply duplicates (in case of loss )at 


short notice. 
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BONED TURKEY, BONED CHICKEN, 
Tratfled Chicken Livers, Soups, Plam Pudding, Extra Quulity 
Peaches and Pears, &c. 


No solder used inside the can. iy By ay BO ed 
the cans. We make no pretension to cheap prices, 


GUARANTBE THE QUALITY OF EVERY ec 
Sold by all first-class grocers. 
RICHARDSON & ROBBING, 
Dower, Del. 
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AUXILIARY SPRINGS 


MANUFACTURED BY 


85, 87, 89 Liberty Street, 
NEW YORK. 
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and Seltzer. 
HYGEIA CLUB SODA YGRIA SARSAPARILLA, 


° HYGBRIA GINGER ALE 


All Products Made with Hygeia Distilled ‘Water as a Basis, 
and Are Adapted for Any Climate. 


HyceEIA DISTILLED WATER R Co., 
349, 351 and 353 West 12th Street, New Yi 


GARL JUST & CO. P3354 sues 


Successors to JUST BROS., Gents’ Furnishing 


25618 and 2520 Eighth Ave., near 100 | St. L Station 
Send for Catalogue. EW YORK CITY 


UNIFORM 


HENRY JACOBS, 204 Sands St., Brooklyn, N.Y 


Army and Navy Uniforms, Ceps, and Equipments. 


WARNOCK, oobi, cornet 


SANDFORD & MERCHOR TINGE. 


176,7IFTH 'AVENUB, & 2004 Strests, NWEW YORK. 


LUCKEY & pane, Tailors, 


ARMY AND NAVY UNIFORMS. 
206-208 BROADWAY, COR. FULTON ST., MEW YORK. 


Lowest Prices. Liberal Terms. Fitting Guaranteed. 
— — 


A. distinguished Spanish writer, Sefior José Ricart y 
Giralt, has published a work calling the attention of his 
compatriots to the value of sea power in developing na- 

* tional prosperity. He adjures the Spaniards to turn their 
. eyes to the sea as the source of whatever revival of trade 
the future may have in store for his country. The 
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JACOB REED'S SONS, 


1412-1414 Chestnut Street, 
PHILADELPHIA. 
Manufacturers of Uniforms for Officers of 
the Army, Navy and Marine Corps. 
High Grade Regulation Equipments. 
For the Summer—Khakis in Wool Serge 
and Cotten. White Ducks and Flannels. 


Fabrics, Sha , Workmanship, Fit, and all 
details, the best — 


H. V. KEEP SHIRT GO. 


Our specialty is making shirts to order. Fine dreag 
shirts, six for $9.00, if laundered $1.00 more. 
No better wearing shirt can be made at any 
price. Send for our new priee list. 


1147 Broadway, New York. 


J. & W. SELIGMAN & CO., 


BANKERS, 
No. 21 Broad Street, New York. 


Issue Letters of Credit to Travelers, Payable in any Part of the 


Draw Bills of Exc 
Europe and Californ 











1 make Telegraphic Transfers of Money on 
Bay and Seti lavestmeant Securities. 





Franx B. Keecn Ly * Goavay Loew | MEMBERS WN. Y. 
LATE U. S. ARMY . CHauncey McKeever)! stock exchanct 


Keecn, Loew & Co. 


BANKERS AND BROKERS 
TELEPHONE, 1336 CORTLANDT 2 Watt Sr., New York. 


INVESTMENT SECURITIES. 
Stocks and bonds bought and sold for cash or on margin. 


Mason $ Hamlin Organs. 
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OFFICER’S BLOUSE 


Made of finest quality Thibet, light 
weight, for Summer wear. 


Our special price, . O20. 00 S 


This price does not sine devices or lace 
on sieeve for aval fficers and these 
Blouses are lined unless otherwise ordered. 


White linen or cotton duck uniforms are 
appropriate thoughts. Ordering now 
secures prompt attention. 


We have everything a man or boy wears 
in civilian dress as well as uniforms. 


ee BAL/TIMORE, MD. 





founding of a naval league is declared to be necessary to 
get Spain back into those maritime “paths” that once led 
her to glory. 





ARMY NOTES 

General Lawton denies the story that he 
men were needed to suppress insurrection in Manila. In 
a private letter he says: “I believe the end of the organ- 
ized opposition to the authority of the United States is 
now in sight, and that before this reaches you peace will 
be assured. We are a long way off from home, 
little news reaches us. We have a rumor, 
that there is a new Secretary of War.” General Lawton 
is somewhat too early with his date, but we that 
the end is not far off. It will come as soon as the Fili- 
pinos are thoroughly convinced that we are in dead 
earnest. The energetic action of the War Department 
is fast tending to this result, and the success of Gen- 
eral Bates in his negotiation with the Sultan of Sulu i« 
an important influence in the same direction. We shall 
soon have force enough in the Vhilippines, not only to 
take, but to hold. We shall enter 
paign under conditions entirely different from those con- 
trolling the last one. Our officers better understand the 
problem before them, and are in a far better position to 
grapple with it. The addition to our fleet of a multitude 
of «mall vessels patroling the coast, and running in and 
out of every little bay and bayou must seriously cripple 
the Filipinos in obtaining supplies. They have evidently 
had some way of obtaining arms and ammunition. The 
opinion among arms dealers in this country is that they 
come from Germany. Diligent efforts have been made 
to locate their source of supply, and to discover the 
means ‘iy which they are able to run into the islands 
what they want. The well-worn disguises of cases con- 
taining agricultural instruments are familiar to the Fili- 
pino, but as our naval cordon is drawn tighter and 
tighter around the island of Luzon, their supplies must 
become more and more precarious. The stories of insur- 
rection in other islands than Luzon simply show that the 
enemy there are striving to lessen the pressure upon them 
by drawing attention elsewhere. They will not succeed, 
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for General Otis is too experienced a soldier. to divide 
his strength. His motto will undoubtedly ‘be; “One*at » 
time, gentlemen.” With Luzon once firmly in oar grasp 
the problem will be solved. We shall have disturbances 
and spasmodic outbreaks for years to come, but they will 
be only such as are incident to the government of @ peo- 
ple not yet accustomed to liberty. ; 


President Schurman, of the Philippine Commission, who 
has returned to his home in Ithaca, N: Y., calls ‘atten- 
tion to the fact that the vital question in the East is th 
honor of the nation, the protection of the loyal Filipinos 
and fulfilment of our obligations to the nations of. the 
world involved in our acceptance of sovereignty. - It 
is, in short, a question of honor and duty, and not one of 
mere commercial advantage. Mr. Sehurman expresses 
the confident opinion that the problem in the Philippines 
is approaching a solution which will. be entirely: satis- 
factory to the American people; if not to the anti-Amefti- 
can critics of the Administration. President Schurman 
treats as too absurd for serious refutation the chatges 
that .American soldiers desecrated churches. He denies 
emphatically the allegations that the soldiers are opposed 
to the native priests. On the contrary, one of the great- 
est difficulties we have had to contend with in Luzon 
has been the report that the Americans were too friendly 
with the priests and the Church. While nominally 
Catholics, the Taglos have a passionate hostility toward 
the Spanish priests, with the exception. of the Jeauits, 
who are not subject to the same charges as the other ‘te- 
ligious orders of seeking to profit at the expense of dhe 
people. 





Maj. John Van R. Hoff, Chief Surgeon of the Depart- 
ment of Porto Rico, in an official report makes a™plea 
for healthy habitations for our soldiers in that island 
as essential to living in the tropics. Suitable-hospital ac- 
commodations should be provided, and we should remoye 
our troops from too close contact with a population which 
is physically degenerate. No post is located now; in- 
deed, the barracks are all in the midst of towns, and 
some of them are closely surrounded by a dense and. un- 
healthy population. Maj. Hoff reports a 
between the military authorities and the 
lic authorities over the use of a church at San Juan as 
part of the hospital there. It would be well ‘to avoid» 
such controversies as far as possible. 


controversy 
Roman Catho- 





\ decision in the case of Capt: Oberlin M. Carter will 
probably not be rendered by Attorney General Griggs 
until the return from Europe of Capt. Carter’s counsel. 
Mr. Wayne MeVeagh, who has been promised a hearing 
before a final conclusion is reached. The Attorney Gen 
eral has spent considerable time in going over the fina} 
arguments for counsel for Capt. Carter, and, the. briefs 
filed by Col. Thomas F. Batr. The final arguments on 
both sides were made several weeks ago, but-were not 
made public until they had been considered by Attorney 
General Griggs. Col. Barr’s brief is a severé arraign- 
ment of Capt. Carter and he has ‘been having it hot 
and heavy with the lawyers for the defence in the Car. 
ter case. We doubt, whether these gentlemen will gait 
much by seeking to impeach the ability or the fairness 
of the Court before which Capt. Carter wae tried. It 
would be hard to get together a body of men more com- 
petent to try a case under the Military Code, and since 
when has it been considered necessary that the members 
of a Court Martial, or of a civil court, for that matter, 
should be men versed in the technicalities of the law? 
General Otis, who presided over the Court Martial, was 
trained as a lawyer, but it is quite true that it has-been 
many years since he practiced. Col, Barr, as the legal 
adviser of the Court, has had to bear the assuulte of a 
powerful array of legal talent gathered for the defence, 
and it is absurd to ask that he should refrain from pro- 
tecting himself by a use of the expedients which the tow 
provides. The question is as to the guilt of the accused. 
The Court was satisfied that he was guilty, and have 
so declared. The answer to that conclusion is a clear 
demonstration of innocence, and not an assault upon’ the 
Court and its Judge Adyoeate. 


NIGGERS AND DAGOS, 

two words that should be banished from: the 
American yocabulary, and certainly from the vocabulary 
of the Army “nigger” and the other “dago.”’. Our 
negro soldiers have won respect for their genérally in- 
offensive and well-meaning race, who are entitled to our 
considerations as in a certain sense the wards of ‘the 
nation that has given them their freedom at the cost of 
a bloody war. We regret to observe the report. that 
comes from Cincinnati of a fracas between members of 
the 3ist Inf. and a negro, who is reported to have given 
offence by asserting his right to a seat. It is stated that 
the Lieutenant who is responsible for the difficulty is 
under arrest. If there is any truth in the newspaper re- 
ports of the affair he should be promptly tried by Court 
Martiait and taught that the business of-.an officer is to 
preserve order and not to create prejudice against the 
service by an unnecessary and offensive assertion of bis 
personal dignity. As for “dago,” it is the expression of 
the contempt ignorant and unthinking ‘ men ‘have ‘for 
foreigners who are trained in a different school from 
themselves. It is wholly out of place under our new 
conditions, and every officer should exert himself to see 
that the sensibilities of those we must deal with in our 
new possessions are not unnecessarily wounded. by. in- 

sulting actions or epithets. We should encourage :in 
every way the spirit of good fellowship between -our- 
selves and the Spanish- American peo les, which is ‘il- 
lustrated by a letter appearing in the ew York “Simm” 

from an officer of the Chilian Army, who declares that 
Chili will never enter into the suggested alliance against 
vs. “Onur obligations to the Stars and Stripes,” thin ef- 
ficer says, “are too many, and I do not think that-any 
one power in this werld can say honestly that we. are 
an ungrateful young republic.” Our Army officers have 
a grand opportunity to encourage thie spirit of good ‘sill 
toward us, and they should do all in their power to im- 
prove it. 


There are 


one is 


Aug 
—— 


ARM 
ARM 






No att 
the wish 
be scrup’ 
or returt 

Subscr 
$4.00 ea 
Club rate 
ig strict! 
the indi 
tions of 
age pret 
added to 
in cash 
check OZ 
Postmas 
Checks ¢ 
subject | 
scriptiot 
Change | 
gotificat 

Imme 
in the Fr 


Washin; 
Repre 


Boston 
Guild 


Bl 
The 
1 “Fo 

indicat 
of rati 
fact th 
hint so 
arms 5 
(ihe el 
wo, in 
tary O 
Amerie 
having 
whic h 
congru 
fucliat 
genera 
If a 
the su 
eal St 
nT 
Army, 
mder 
fully | 
while 
host 
light, 
a ligh 
rrneadh: 
while 
so bu 
rirenh 
tion ¢ 
mechs 
distre 
How 
ill n 
corde 
sutlici 
lunge 
let he 
Carti 
mxhat 
their 
ite h 
Meht, 
Col 
one 
trous 
loose 
migh 
of 
great 
ened 
tuche 
the J 
stray 
woul 
lo s 
al at 
he li 
il l 
cour: 
appl, 
as ft 
his | 
whe 
the | 
CONN 
sett 
ston 
In 
of ¢ 
the | 
ency 
the 
Sie vi 





divide 
Paty 
grasp 


¥ will 
b peo- 


5 who 
itten - 
is the 
pinos 
f the 
It 
ne of 
eskes 
pines 
atis- 
neti- 
man 
Tges 
ore 
osed 
reat- 
ZO 
ndly 
ally 
rard 
nits, 
» hae 
the 


art- 
lea 
and 
ae- 
oye 
Hcl 
in- 
ml 
un- 
rsy 
ho- 


ridly 
rill 
zs 
el, 


ng 


mt 


ot 


August 26, 1899. 


\RMY AND NAVY JOURNAL. 


(ESTABLISHED 1863.) 


ARMY AND NAVY GAZETTE. 


(ESTaBLiIsHEeD 1879.) 











SATURDAY, AUGUST 26, 1899. 





No attention is paid to anonymous communications, but 
the wishes of Contributors as to the use.of thelr names will 
ve scrupulously regarded. We cannot undertake to preserve 
or return manuscripts. 

Subscription, $6.00 per year. To clubs ordering five copies, 
$4.00 each copy ; clubs ordering ten or more, $3.00 each copy. 
club rates are payable in advance. The offer of the club rate 
ig strictly Mmited to personal subscriptions and applies to 
the individual members of the services alone. To organiza- 
tions of every kind the price is $6.00 a year. Domestic Post- 
age prepaid. Foreign postage, $1.00 per annum, should be 
added to the subscription price. Remittances should be made 
in cash by express money order, post-office order, draft or 
eck on New York, made payable to W. C. & F. P. Church. 
postmasters are obliged to register letters if requested. 
Checks or Grafts on other localities than New York Otty are 
qubject to @ discount, No responsibility is assumed for sub- 
sriptions paid to agents, and it is best to remit direct. 
Change of addréas will be made as frequently as desired upon 
gotification; mot otherwise. 

Immediate notice should be given of any delay or failure 
in the receipt of the Journal. 

W. Cc. & F. P. CHURCH, Proprietors, 
98-101 Nassau Sraezt, New Yor«. 


Washington, D. C., Office: 1817 F Street. Henry G. Kemp, 
Represen 

Boston Office: 506 Winthrop Bullding, 7 Water Street. B. P. 
Guild, Representative. 





BELTS AND STRAPS IN THE TROPICS. 
rhe cordial reception by the service of our comments 
» “Footwear for the Tropics” in the issue of August 12 

indieates a healthful revival of interest in the direction 
of rational clothing and a clearer appreciation of the 
| that the saying of the celebrated Maurice, of Saxe, 


fact 
hat soldiers win battles more by their legs than by their 
ums may still be true even in these days of railways. 
One climate, one uniform, was a good motto two years 

vo. but it ean not longer do duty in our book of mili- 
tary maxims. It would seem as if the discussion in 
Ameriean Army circles on proper tropical clothing is 
ving a reflex influence on English service opinion, 
which is now aiming with great directness at the in- 
congruities of the uniform to which British soldiers in 
india and other het countries have been condemned for 
generations, 

If all the British officers in India felt as strongly on 
the subject as Lieut. Col. McCartie, of the Indian Meili- 
cal Staff, there would be a speedy reform. In a paper 
on “The Cause and Prevention of Heat Apopiexy in the 
Army,” he points out that soldiers and civilians work 
inder euch different conditions as to dress as to account 
fully for the prevalence of the disease among soldiers, 
while eivilians working ander a higher temperature are 

nost exempt, The latter wear a thin twill cotton shirt, 
ight. loose cotton trousers, cool socks, cool ight shoes, 
ht gossamer coat, worn open, and a thick pith hat, 

ming down the neck, and carry a thick umbrellay 
while thesoldier weare clothing unnecessarily warm and 
«» buttoned up and strapped down that the air cannot 
rnlate about his body, the evaporation of perspira- 
tion eannot go on, and thus Nature’s heat-regulating 
The consequences are 


mechanism is thrown out of gear. 
distress, fatigue, exhaustion, fever and heat apoplexy!” 
llow true this is be-buttoned and be-strapped soldiers of 

il nations will testify. One piece of evidence re- 
ded is very striking. In a frontier campaign in 1897 
sutlicient coolies could net be obtained, and part of the 
lazeage had to be carried by native soldiers in plain 
clothes. Before the end of the march, says Col. Mc- 
Cartie, nearly all the natives in the ranks were uterly 
exhausted, and some of them had heat apoplexy, while 

cir comrades doing duty as bearers and carrying a 
much heavier weight, but dressed in their own loose, 
light, rational dress, were not the least distressed. 

Col. MeCartie condemns the belts and straps, and rec- 
mmends a loose Norfolk jacket with four pockets, loose 
trousers with two pockets in front and behind, and a 
loose twill cotten shirt with two pockets. To these 
might, if necessary, be added a light knapsack capable 
of carrying the contents of the haversack and the 
greater part of the ammunition. A hook could be fast- 
eved im the jacket for the water bottle, and a frog at- 
tuched for the bayonet. The accommodation afforded by 
the pockets would do away with the necessity for belts, 
‘straps and pouches; while, on the march, the knapsack 
would accommodate all the ammunition and food needed. 
lo sum up Col. MeCartie’s recommendations, the ration- 
al attire for soldiers serving in tropical climates would 
he light, loosely made garments of very porous material, 
ind an entire absence of straps, belts, pouches, etc, Of 
ourse; these observations of the Indian medical officer 
ipply te other armies doing duty in the tropics as well 
is to the British. If the Dnglish soldier is as fond of 
his ammunition belt as is the American, it is doubtful 
Whether he would welcome a shifting of cartridges to 
the unhandy pocket, and whether he would not find the 
convenience of carrying his ammunition in his belt off- 
setting the discomfort of making an arsenal ont of a 
stomach belt. 

In this connection it is instructive te note the drift 
f sentiment in the matter of civilian dress, Within 
the last few yeare there has been a steadily marked tend- 
eney in head covering. Hats and caps have been put on 
the market, the tops of which have been as open as a 
sieve, and leading hatters inform us that there ie a con- 


/ 


ARMY AND NAVY JOURNAL. 








stantly growing desire on the part of their customers 
to avoid during the summer the close head furnaces 
which fashion decrees for the cold monthe of the year. 
Some tailors also express the belief that the next great 


“reform in men’s dress will be in the direction of a gar- 


ment that will drive out the coat and enable men, te 
be as cool in the summer as are the women, who have 
long since got rid of coats. In these matters we are too 
much the slave of custom and the victim of tailors’ ideas 
of elegance and propriety, which are seldom reconcilable 
with comfort. 


<n 





THE WAR WITH SPAIN. 

“The War With Spain,” by Henry Cabot Lodge (Har- 
pers), will be a disappointment to those who looked to the 
distinguished Senator for an entirely impartial statement 
of the proved facts concerning that contest. Instead of 
limiting himself to this he enters with heat into the Samp- 
son-Schley controversy and grows somewhat wearisome in 
his account of the movements of the fying squadron 
(Schley’s) at Cienfuegos and Santiago before the sighting 
of Cervera’s fleet in the latter port. After this tediousness 
is somewhat relieved by the lively descriptions of the sink- 
ing of the Merrimac and of the land fight about Santiago 
we bring up hard and fast against the Brooklyn loop con- 
troversy. It is not pleasant to find here and there in the 
pages of this book the assertion that Admiral Schley 
“disobeyed”’ this and that order. In a war in which the 
Navy's exploits were accomplished with such smoothness 
there was little reason for scolding, and we believe that 
Senator Lodge would have made a better contribution to 
history and literature had he simply stated the facts and 
not as a landsman drawn conclusions destined to throw 
some cloud upon a portion of the Navy. 

The Senator must have been reading the defence of the 
Artillery at Santiago by Lieut. Parkhurst, which was re- 
viewed in our columns some weeks ago, for he asks with 
some display of heat: “Why were there no more guns? 
Why were they left at Tampa or in the transports? The 
fact requires no committee of investigation to prove it, 
and somebody was responsible for the scores of men shot 
at El Caney because there were only four guns there to 
open the way. Why was the powder black, so that a tar- 
get of smoke hung over the American position after 
every discharge? Any smekeless powder was better than 
none. Even poor broken down Spain had smokeless pow- 
der for her artillery. Why did not we have it? While 
the War Department had been passing years in trying to 
find a patent powder just to its liking, our artillery was 
rrovided with black powder and went to war with it and 
men died needlessly because of it. No need of a com- 
mittee to establish this fact, either. Who was respon- 
sible? One thing is certain—a system of administration 
which is capable of such protracted inefficiency is little 
short of criminal.” From this we may conclude that 
there will be at least one Senator the Army can eount on 
in the future to stand up and proclaim its needs in the 
highest legislative chamber of the land. 

In referring to the incidents following the battle of 
Manila the senatorial historian does not hesitate, despite 
all the denials from German sources, to recount Admiral 
Dewey's suggestion to the German Admiral that if he 
wanted a fight he could have it. The literary style of 
the book is not such as one would expect from the pen of 
so polished a speaker and practiced a writer as Senator 
Lodge, and there is much evidence of the influence of 
newspaper English upon his diction. We observe, too, 
that the author gives credence to that interesting bit of 
newspaper horror writing about the explosion of. mines 
ahead of the Olympia, which Lieut. Calkins, who was on 
the Olympia during the fight, dismisses in his report on 
the battle as a myth. 





THE ARMY SHOULD SHOW THE WAY. 


Capt. L. P. Davison, 5th U. 8. Inf., president of the 
Board of Health of San Juan and Sanitary Inspector of 
Porto Rico, tellg in the “Independent” of August 10 of 
sanitary work in Porto Rico. He says that the first work 
done has been to convince the natives that sanitation 
means increase of prosperity. The city of San Juan has 
been subjected to a house to house inspection, If a house 
owner does not abate faulty conditions, it is done by the 
nuthorities and the cost charged against him. Natives 
are employed in sanitation work almost exclusively. Sea 
dumping has been adopted as the best means of dispos- 
ing of garbage, though one might have hoped that such 
in unscientific method would be left to mismanaged 
American cities, Consumption is the most deadly dis- 
ease on the island, but is being checked by the applica- 
tion of the most modern ideas, Capt. Davison attributes 
to General Guy V. Henry's intelligent inception much of 
the success so far achieved. Surg. A. H. Glemman, Mar- 
ine Hospital, is also commended. 

Every summer resident at the beaches of the North will 
certainly agree with us as to the absurdity of simply shift- 
ing garbage from one place to another, a feature which is 
certainly very conspicuous in the sea-dumping system, as 
appeared in the New York “Herald” of Aug. 12, which 
referred to the indignation of the residents of Long 
Beach, L. L., over the dumping of New York City gar- 
hage into the sea. 

We are well aware that the authorities in Cuba have 
not the means to dispose of garbage more scientifically, 
but we should like to see our Army Sanitary officers put 
the seal of emphatic disapproval on this civilian system 
and do what they can to arouse a public sentiment that 
will in the nature of things add to the health of the Army 
as well as to that of the populace. In another column we 
have something to say on the crematory phase of sanita- 
tion and the Army’s share in it. 
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CAMP CREMATORINS ANDIABIR VALUE. 

More than superficial comment ‘shouldbe made on 
what may wel be considered the chief feuture vf the 
last camp season’ of the New York National “@Quard—the 
practical testing in camp and on the march ef portable 
crematories to take the place of latrines. As the “Med- 
ical News” well says: “Latrines in military camps hate 
always been both conspicuous nuisances and prolific 
sources of diseases.” Analyses of the camp fevérs ¢f 
last summer scarcely ever failed to lay at the door of ‘the 
latrines a large responsibility for the typhoid fever out- 
breaks, as we have previously stated in referring. to’ thia 
subject. 

Dr. William G. Bissell, Surgeon of the 74th Regiment, 
N. -G. N, Y., at Buffalo, appointed by General Roe an 
Assistant Surgeon at the Peekskill camp, bas. been 
working for some time on a plan for burning what fs 
usually left to the latrines to seatter about as seeds. of 
disease. He succeeded in getting ready for a camp test a 
crematory weighing about 300 pounds. Owing to the 
haste necessary to its construction in time for experi- 
ments this year, not the most suitable material was 
used. The consequence was that the apparatus weighed 
more than it should. Dr. Bissell tells us he ean, make 
the same erematory to weigh but 150 pounds. 

Latrine products have been cremated before, we are 
well aware, but the point about this process of com- 
bustion is that it is odorless. Standing in the heated 
current expelled by the crematory, one is not informed 
by any shock to his olfactories of the work of destruc- 
tion going on. By a new arrangement of air ducts, the 
outgoing draft, laden with odors, is met by an inrush 
of fresh air which supplies the oxygen necessary for 
complete combustion. It is in this arrangement of air 
eurrents that the success of the crematory is said. to 
lie. 

The inventor maintains that when perfected the ere- 
matory will answer to the needs of several hundred 
men, When the two battalions of the 7th Regiment, 
nearly 500 strong each, made their -practice march two 
crematories were taken with each battalion and gave 
thorough satisfaction. They were hauled in a wagon 
and were made ready for the march after each stop 
without any delay being caused, 

Dr. Bissell is sanguine as to the future of the idea! 
He believes that the development of sanitary science 
will ultimately apply cremation to the destruction ‘af 
latrine material in every department of civil life. » It is 
easily conceivable that some day the general publie will 
awaken to the repulsiveness of using our beautiful 
rivers as sewage channels, We all held high our hands 
in horror when we learned. that Cuban streets. were 
used for such a purpose, but how much wiser after-all 
are we who wilfully and blindly pollute the health 
giving tides and currents at our cities’ gates? Dr. 
Bissell’s contention is that the principles of such a éfe- 
matory can be applied as well to a city as tea eamp, 
and that it is only apathy on the part of our public 
sanitarians that perpetuates the disgusting systems 
now in vogue. We understand that the attention of the 
War Department was called to the tests, and there was 
some expectation that such crematories would receive 
needed tests in regular Army camps in Cuba, the Phil- 
ippines or at home. Perhaps it will result that the 
“art military” after all, will be the chief influence ja 
introducing to our civilization this rational system of 
sanitation. 





Multiplying indications demonstrated the purpose of 
the War Department to hasten with all speed the de, 
parture of troops for the Philippines. It was shown in 
the Journal recently that no expense woukl be. conside 
ered, and that the authorities would press into servied 
every available vessel that could be secured on the Pa- 
cific slope. This week the Quartermaster General, under 
instructions from the Secretary, entered upon negotia- 
tions for additional vessels, which will probably be e6e- 
cured so that the fleet may be augmented by half @ dozen 
more ships. The chartering of these ships will tend to 
disarrange the schedule prepared by the War. Depart- 
ment and printed in the Journal... The Department ex- 
pects now to have all the regiments afloat bythe dat 6f 
November, including those to be raised under the recent 
order. 

If the cable account is correct, General Bates must be 
credited with one of the subtlest bits of diplomacy in 
taking some American ladies with him on hie visit to 
the Sultan of Sulu. We searcely needed to be told that 
the General’s mission was a snecess. General Bates 
realized, no doubt, that every Oriental potentate, great 
or small, is decidedly susceptible te feminine charms 
and the American envoy, who is himeelf a gallant 
gentleman as well as an able officer, probably under- 
stood that there are occasions in life when a battery of 
bright eyes is more effective than a dozen rapid-fire Max. 
ims. We might call Admiral Schley’s attention to the 
fact that this incident leads us to fear that his “girl he- 
hind the man behind the gun” ie getting perilously near 
the firing line. 





That not even war can entirely distract our naval of- 
ficers’ minds from the pursuits of peace is shown by a 
letter in the New York “Medical News” from Surg. FP. 
B. Stephenson, of the U. 8. 8S. Oregon at Manila, in 
which he makes a plea for the correct formation of new 
medical terms. We trust that when they come to. giv- 
ing a scientific appellation fo the anti-expansion disense 
which is now getting in its deadly work on seme very 
estimable citizens, it will fall to the lot of such a pa- 
triotic medical man as Lient. Comdr. Stephenson. to. se- 
lect the term. ; 















. Commandant, U. 8. M. C.—Brig. Gen. Chas. Heywood. 


8. 0. 87, NAVY ea ee AUG. 4, 1899. 
Directs that hereafter when any ship the Navy shall 
have occasion to take coal on board fro t naval coal de- 
pot at Honolulu, the particular kind of coal shall be d 
nated by the in charge. The officer in charge shall 
not be required by a senior officer to supply any other kind 





of coal ‘than that ” Guiguntes by him, = ess the exigencies - 


ef the service upon which the shi ged shall require 
it. In the latter event a written order to t e officer in charge 
must be given, and a copy shall be forwarded to the Depart- 
ment by said ‘senior, accompan by a statement fully set- 
ting forth the reasons making the order necessary. 
U. 8 N. REGULATION CIR. 15, NAVY DEP AUG. 3, 1890, 
Artic le 1206.—Par. 1, line 4, after the word “stations” in- 
sert “or to shore stations inthe Phili pine Islands, the Is- 
land of Guam and the Hawaiian Islands. 
Par. 1, line 5, after the word “duty” insert 
duty in the Islands of Cuba and Porto Rico.” 


U. 8. NAVY REGULATION CIR. No. 16, AUG. 9, 1899. 

Article 1200.—Line 2, strike out the word “pay” and substi- 
tute therefer the word ‘‘account.”’ 

Article 1334.—Strike out the entire article. 

Artiele 1375.—Par. 7, strike out the entire paragraph and 
substitute the following: 

“Signatures shall be affixed to certificates, agocera and 
acknowledgments of delivery, upon the ‘firsts’ of public bills. 
The ‘seconds’ shall be true copies thereof, except that the 
»laces for signature shall be left blank. The ‘thirds’ shall 
xe true copies In all respects, and shall be completed in the 
Bureau of Supplies an Accounts by stamping or writing 
thereon the names copeaees on the ‘firsts.’ The money re- 
ceipts, however, shal = signed by the payees upon 
beth the ‘firsts’ and ‘second 

CHARLES i. ALLEN, 


NAVY DEPARTMENT, AUG. 9, 1899. 

l’ublishes correspondence relative to me gallant conduct of 
I’vt. (now Corpl.) Harry MacNeal, U. ‘., of the Brook- 
lyn, and an oan from the Roan’ e . ‘Ong Paul St. C. 
Murphy, U. M. ©., which says: 

“During tthe early part of the action a cartridge jammed 
in the bore of the starboard forward 6-pounder, and in the 
effort to withdraw it the case became detached from the 
projectile, leaving the latter fast in the bore and impossible 
to extract from the rear. Corpl. Robert Gray, of the port 
gun, asked and received permission to attempt to drive the 
shell out by means of the rammer. To do this it was neces- 
sary to go out on the gun, and the undertaking was full of 
difficulties and danger, the latter due in a great measure to 
the blast of the turret guns firing overhead. The gun was 
hot, and it was necessary to cling to the jacob ladaer with 
ene hand while endeavoring with the other to manipulate 
the long rammer. After a brave effort he was forced to give 
up, and was ordered in. Quarter Gunner W. H. Smith then 
came, sent by the Executive Officer, and promptly placed 
himself in the dangerous position outside the gun port, 
where he worked and failed as the Corporal had done. 
Neither had been able to get the rammer into the bore, and 
there seemed nothing left to do but dismount the gun. At 
this juncture Pvt. MacNeal, one of the crew, volunteered to 
go out and make the final effort. The gun was so important, 
the starboard battery petng onanued. that as a forlorn hope 
he was permitted to make the attempt. He pushed out boldly 
and set to work. The guns on the forward turret were fir- 
ing, the blast nearly knocking him overboard, and the en- 
emy’s shots were coming with frequency into his immediate 
neighborhood. It was at this time that Chief Yeoman Bllis 
was killed on the other side of the deck. MacNeal never 
paused in bis work. The rammer was finally placed in the 
bore and the shell ejected. The gun was immediately put 
in action and MacNeal resumed his duties as coolly as if 
what he had done were a matter of everyday routine.’ 

bee | Navy Department commends the courage displayed by 
Cor Harry MacNeal, in rforming the gallant act above 
out a and has awarded him a medal of honor. 


G. O. 527, NAVY DEPT., AUG. 9, 1899. 
Publishes regulations temporarily adopted governing the 
transportation and baggage allowances of commissioned offi- 
cers of the line, Medical and Pay Corps, traveling under 
orders. 


“or to shore 


Acting Secretary. 
G. O. 526, 





NAVY aqeess. 

AUG. 18.—Lieut. Comdr. J. E. Roller, Department's order, 
10th, modified, to Navy Yard, N. Y., from Aug. 23, to Aug. 
31, before proceeding to Boston. 

Lieut. W. O. Hulme, when discharged from treatment at 
hospital, yp oy to home and granted sick leave for 
one month from A 


Lieut. C. B. Morgan, from Torpedo Station, when instruc- 
tion completed, and to charge Branch Hydrographic Office, 
Norfolk, Va 

Lieut. R. 


‘oO. Bitler, from es of Fae) Hydrographic 
Office, Norfolk, Va., and to Reso ute, A 4. 

Act. Boatswain J. H. Doyle, from the + ee when 
a is ready for sea, and immediately to the Hart- 
ord. 

Ensign E. T. Fitzgerald, from the Brooklyn, and to the 
Scorpion, Aug. 21, as W. and D. 

Naval Cadet W. 8S. Miller, from the Texas and immediately 
to the Scorpion, as W. and D. 

Act. War Machinist G. Amberlin, from the Iroquois, on 
arrival of Solace at Honolulu, then to Solace back to San 
Franeisco. On arrival of San Francisco, to the Iowa. 


AUG. 19.—No orders. 
AUG. 20.—Sunday. 


AUG. 21.—Lieut. H. A. Pearson, from Torpedo Station and 
to the ‘Richmo 
Lieut. k. H. Campbell, from the Torpedo Station to home 


and wait orders. 
Ensign W. M. Falconer, order of 16th, detaching from the 
Indiana and to Scorpion, revoked. 


Ensign G. 8S. Lincoln, from the Indiana and to the Scor- 
pion, Aug. 21, as W. and D. 

Ensign A. Ww. Pressey, from the Torpedo Station and to 
Resolute, Aug. 24. 


Med. Inspr. c. U. Gravatt, from duty at Navy Yard, New 
York, as member of Board of Medical Examiners, Sept. 5. 

P. A. Surg. C. F. Stokes, detached as member and re- 
corder of Board of Medical Kxaminers, Navy Yard, New 
York, Sept. 5, one to as on duty at Naval Hospital. 

Naval Cadet F. L. Sheffeld, from the Brooklyn and to the 
Resolute, Aug. 24, as W. and D. 

Act. Boatswain J. W. Stoakley, from the Fish Hawk and 
to Vermont. 

Acting Boatswain H. 
to the Richmond. 

Gunner H. A. Exilers, from Tor 
at Navy Yard, Norfolk, in connect 
the Kentucky, Aug. 

Carpenter 8S. C. 
Resolute, Aug. 24. 

Acting War Machinist W. R. 
York and to the Resolute. 


AUG. 22.—Capt. L. W. Rebinson, from duty in connec- 
tion with recruiting station, Chicago, and will continue on 
other duties assigned. 

Capt. H. C. Taylor, request to be detached from Indiana 
not oe 

Lieut. R. Pollock, from the Lancaster and to the Scor- 
pion, as Ww. and 

Lieut. J. H. Glennon, from Navy Station, Havana, Cuba, 
and to duty Naval Academy, Sept. 1. Unexpired leave re- 


Baumeister, from the Vermont and 


o Station, and to duty 
on with electric plant of 


. 31. 
Brearley, from the Vermont and to the 


Scofield, from the New 


ed. 

eo Cadet C. A. Abele, from the Brooklyn and to U. 8 
8. 

Pharmacist L. R. Lewis, from Navy Yard, New York, 
ven Fy of relief, to home and wait orders. 

A. i 8. Guest, to duty at Navy Yard, Boston. 

Pharmacie Samuel Englander, from +. Yera, a 

Island, Cal., and to duty at Navy Yard, New York, 


rom rai We B. 8. Neumann, M. C., promoted Captain 


im C. H. Stockton, promoted Captain from July 8, 


Capt. eu Perry, ees ba from March 29, 1899. 
Maj. T. . Wood, M. + Promoted Major from June 18, 


Lieut. W. R. Field, from the Piscataqua, when out of 
commission, and to Naval Academy, Sept. 12. 
ah: ps i 2 J, Sores, order of 16th to duty on the Marble- 

ck leave extended until ordered before 
retiring bes board. 


Lieut. C. N. Offiey, from the New York to home and grant- 
ed sick leave for three months. 

no Daniel Montague, promoted to Beatswain, from 
June 15, 8. 

Chief ‘pedtoucta P. Haley, from the Piscataqua, when out 
of commission, and to duty in office Captain of Navy Yard, 
New York. 

Mate Chas. Laem, rating of Mate revoked. 

Naval Cadet W. T. Tarrant, from the Piscataqua, when out 
of commission, and to New York. 

Gunner G. D. Johnstone, from Norfolk, Va., 
et ~~ = 

Chief Gunner P. Lynch, from tis Yard, Norfolk, 
eranted sick leave for two month 

The following have been appointed Acting War Machin- 
ists: John E. Cleary, Otto hnson, Clarence E. Wood, 
Richard Jeffares, Frederick C. Lutz, Jas. Wilson, Chas. 
Hammond, Harold I. Lutken, Daniel Mullan, J. J. Fuller, 
Thos. F. Hobby, Alfonzo Skinner, Jas. W. Murray, Henry 
Smith, Robt. T. Scott, John Dexter, Chas. H. Casey, Chas. 
H. Hosung, Wm. C. Dronberger, Francis D. Burns, John Hill, 
Frederick = John Whalen Adam Gibson, Geo. B. Cole- 
man, Wm. Powell, Martin J. Clancy, Oscar Berentson, 
John T. Duaapecee Geo. T. Brownridge, Samuel L. Wart- 
man, Jas. A. Hickey, Emmanuel A. Salvator, Otto Dittrich, 
J. T. Riley, Robt. J. Vickery, Angus G. Bates, Benj. F. Beers, 
Wm. K. ieCall, Adam A. Shafer, John W. Clark, John T. 
West, Lemuel 7. Cooper, Wm. Ww. Booth, Wm. R. Quinn, 
Chas. G. Nelson, Jesse E. Jones, Edmund J. Crocker, Kellum 
DD. Grant, Oscar Bragonier, Ralph F. Nourse, Francis P. 
Mugan, Wm. F. Mullinix, Jas. L. Baart, Martin M. Schreib- 
er, David Purdon, Bernard Gebhardt, Joel T. Biggs, Jas. 8. 
Butler, Geo. C. Ellerton, Arthur D. Catherwood, Wm. G. 
Hall, Jas. Quill, Jos. J. Duffy, Arthur T. Percival, Freder- 
ick H. Richwein, Jacobus J. Corino, Fred J. Korte, Edwin J. 
Cutherall, Ormand A. Currie, Rush C. Steele, John A. Ven- 
able, John L. King, Louis Arne, Arthur 0. Gates, John J. 
Horan, Martin Casey, Harry L. Foy, Richard B. Smith, Au- 
gust Anschuetz. 


AUG, 24.—Comdr. J. A. H. Nickels, from the Marblehead 
Oct. 2 to home and waiting orders. 

Lieut. Comdr. C. 8S. Richman, from Naval Station, Brem- 
erton, Wash., Sept. 26, and to Marblehead Oct. 2 as Execu- 
tive Officer. 

Ensign E. T. Fitzgerald, from temporary duty on the Ver- 
mont, Aug. 27, and to Texas as Watch and Division Officer. 

Ensign E. T. Fitzgerald, from the Scorpion and to tem- 
porary duty on Vermont. 

Ensign F. R. Holman, order detaching from Texas and to 
Scorpion recalled for cancellation. 

Gunner F. Rorschach, from Cramp’s shipyard to duty St. 
Julien’s Magazine, Norfolk, Va. 

Paymr’s Clerk Roy 8S. Williams, appointed for duty on the 
Resolute. 


Navy Yard, 
and 


MARINE CORPS ORDERS. 

AUG. 18.—Capts. R. H. Lane and T. C. Treadwell, and 2d 
Lieut. Stephen Elliott, detailed as members of a G. C. M. or- 
dered to convene at Navy Yard, New York. 

AUG. 22.—Capt. L. H. Moses detailed as member and 2d 
Lieut. F. M. Wise, Jr., detailed as Judge Advocate of a G. C. 
M. convened at Navy Yard, Boston, Mass. 

AUG. 23.—Maj. W. P. Biddle, granted leave of absence 
for one day from the 26th instant. 

Lieut. Col. W. 8. Muse, granted leave of absence for one 
month, from the 25th instant. 


VESSELS OF THE U. S. NAVY IN COMMISSION. 
Corrected at Navy Department, Aug. 24. 


NORTH ATLANTIC STATION. 


Rear Admiral William T. Sampson, Cemmander-in-Chief. 
BROOKLYN, Capt. Theodore F. Jewell. Same as New York. 
— A Comar. Joseph N. Hemphill. At Navy Yard, New 


Ze 
INDIANA. Capt. Henry C. Taylor. Same as New York. 
MAC HIAS, Comdr. Leavitt C. Logan. At San Juan, P. R. 
Address mail care Navy De genet, 
MARIETTA, Comdr. Edward H. Gheen. Boston, Mass. Ad- 


dress there. 
MASSACHUSETTS, Capt. Charles J. Train. 


ork. 
NASHVILLE, ~~ Raymond P. Rodgers. At Boston. Ad- 
dress Boston, Mass. 
NEW ORLEANS, Capt. 
mingo, to protect American interests. 
Department, 
NEW YORK (Flagship), 
at Newport, R. L, A 


Same as New 


Edwin Longnecker. At San Do- 
Address care Navy 


Capt. French E. Chadwick. Arrived 
ug. 17, where squadron will rendez- 
vous. Address Newport, R. I. Will be at Tompkinsville, 
N. Y., on or before Sept. 27 to receive the Olympia. 
TEXAS, Capt. Charles D. Sigsbee. Same as New York. 
VIXEN, Lieut. Comdr. William W. Kimball. At Bluefielda, 
Nicara a, to protect American interests. ddress Biue- 
fields, Nicaragua, and mark mail! “via New Orleans, La.” 


SOUTH ATLANTIC STATION. 
Rear Adml. Henry L. Howison, Commandi 
CHICAGO (Flagship), Capt. Philip H. Cooper. Sailed from 
Ca Town, August it » —¥, yo. 8 her itinerary: 
Arrive St. Helena A ug. 18; arrive Rio de Ja- 
neiro Aug. 27, leave > TH rye 3 Barbadoes Sept. 22, 
leave Sept. 27; arrive New York Oct. 6. Address care U. 8. 
Consul, Rio de Janeiro, Brazil. 
MONTGOMERY, Comdr. John P. Merrell. At Rio de Ja- 
neiro. Address Rio de Janeiro, Brazil. 
WILMINGTON, Comdr. Charles O. Allibone. 
Montevideo Aug. 17 for Rio de Janeiro. 
be —~ eee to Rio de Janeiro, Brazil, 
Consul. 


Sailed from 
Letters should 
care the U. 8. 
PACIFIC STATION. 


Rear Adml. Albert Kautz, Commanding. 
Address Rt care iors Pay Office, San Francisco, Cal., 


rwise indicated. 
ABARENDA (Collier), Comdr. Benjamin F. Tilley. 


Left 
Valparaiso July 4 for Samoa. Address Pago Pago, Samoa. 
BADGER, Comdr. James M. Miller. Arrived at eSortiand, 


Ore., Aug. 22, for cruise with w=" Militia. Address care 
Nav Office, San Francisco, Ca 
BRUT He jeut. a. Vincendon L “Cottman. Sailed from 


Honolulu July 
a hy be ouN tent Sites W. Ter 


here. Capt. C. F. rich to command 


Soot. 
MARBLEHEAD, Comdr. Harrison G. O. Colby. Arrived at 
fam gn Aug. 23. En route to Mare Island, Cal. Address 
re Navy an Office, San Francisco, Cal. 
NEWS ARK, Capt. Caspar F. Goodrich. Sailed from Aca- 
nese, Aug. 4 for San Diego, en route to San Francisco. 
Address care Navy Pay Office, 2 Francisco, Cal. Capt. 
B. H. McCalla to command Sept. 
PHILADELPHIA, Capt. Edwin P White. At Mare Island, 
oe andergoing repairs. Address Navy Yard, Mare Isl- 


ASIATIC STATION. 
Rear Adml. John C. Watson, Commander-in-Chief. 
Address vessels, Manila, a > ae. gave Post Of- 


fice, San Francisco, Cal. 

BALTIMORE ( Flagship), “Capt. James +f Forsyth. At Ma- 

ey = Beverd I D. Taussig. At Manila. Ad- 
dress care Nav. n Francisco, Cal. 

CALLAO, L Lieut. "Be 


5 ee Manila. 
ASTINE. Comdr. Sassuel W 
CELTIC Lieut. Gomdr. Nathanie’ ty. e q At Manila 


At San Francisco 
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——-— 


CHARLESTON. Capt. George W. Pigman. Address uy 
* bath 


NCORD, Lieut. ‘Comar. ‘John B. 


CU dy Saands. Jemes 1: Cr 8 At Manta. r . 
ae Sree ae tae St 


A, INA. Comdr. Bd Edwin K. Moore. At : 

rT KIS, Comdr ilitam Hi Everett. At M 
MO DN ; © Som "john McGowan. x eats. 
MUNUCACY . George A, Bicknell; .At.. We 
Cas ot eee _ 
Pa ec es . 
hE ‘a ‘ 

Comar™ te f M: 
PRIS N; Comdr. ae Knox. Take tor New. 
vite Comdr. W T, Burwell at Guam. Ordery 

ie ‘Addrene Masta, Pk. 


E tae Late 


on Bar my Raz, gae a Son 


STATE NAUTICAL SCHOOL SHIPS. 


exTeerene (Massachusetts School Ship), Cote. Breder. 
Address care State Board -of Educa 
oo ~~ On summer cruise visiting sfaghaee New 
or fiat ports. Due at Marblehead about Sept. 8. 
ag York School Ship), Comdr. liam 


from 16: arrive New York, 

SARATOGA (Pen ool 
Ham J. Ba . Sal Havre, Aug. 15, for Gip. 
raltar. The future mosompents of the ratoga . oe: 


deira Sept. 18: = * Madeira watt 
hia Oct. 25. iggy J. 7 
F. Stevens, No. 4 Trafa 


oe. Ray (foreign ee ee Charing Cree, ioe 


orth aor avenue, Philadelphia. 
“SPECIAL SERVICE. 
CESS ESTA, B, Cans. G t. Charles J. Barclay. At New. Bedford, 


Add 
DOLPHIN, Lieut. Comdr. William I. H. Southerland. Mak. 
_ F J ae of the Navy Yards. Address care Navy De- 


part 
EA GLE, “Lieut. Comdr. Frank F. Fletcher. At Portsmouth, 


N. Address there. 
moQuors Lieut. Charles t< Pond. At Honolulu, H. I. Ad 
dress care Navy nm Francisco, Cal. 
MICHIGAN, Lieut. A my Charles P. Perkins. Arrived 
Mackinac Island, Aug. 19, in connection with cruise of 
Illinois Naval Reserves. Address Chicago, Ill. 
NERO, Lieut. Comdr. Harry M. Hodges. Sailed from Ma. 
15, for Guam. Assigned to Pacific submarine 


nila Au 
tele; ph survey for cable route between Honolulu and 
the ippines. Address care Navy Pay Office, San Fran- 


cisco nce 
PENACOOK, Lieut. Comdr. Charles 8. Stamworth. At Port 


PISCATAQUA. Aired Brooklyn, Aug. 24. Will go to 
Portsmouth, N. H. laced out of commission. 
POTO -¥ Lieut. William A Gimnee. Ordered detached. 
En route to Guantanamo, Ave * Address Key West, Fis. 
PRAIRIE, Comdr. Morris Mackenzie. Sailed - from 
New Haven, Aug. 24, for. Newport, Address there. 


SOLACE, Comdr. Andrew Dunlap. At wantia: ddress Ma- 
nila I., care Post Office, San Francisco, Cal. 
svLPit, ‘Lieut. John J. Knapp. Navy Yard,. Washington, 

YANKTON, Lieut. Comdr. Geo L. r. At Navy Y 
Portsmouth, N. H. Address there. + Pee 

UNASSIGNED VESSFLS. 

BOSTON, Lieut. Comdr. Edward M. Hughes. Left Hono- 
lulu Aug. 17. En route to San Francis , Cal.” Address 
Navy Yard, Mare Island. 

CAESAR, Lieut. Comer. Frank E. Sawyer. At San Juan 


© Rico. Address there. 

OLYMPIA. Capt. Benjamin P. Lamberton. En route to Nev 
York. At N ee, France, ra 24. Due at New York Sept. 
28. Address mail care B Stevens, 4 Trafalgar square, 
London, England. 

PANTHER, Lieut. Comdr. Aaron Ward. At Philadel 
will process to Porto Rico with relief supplies. Address 


RESOLUTE, Condr. Joseph G rtsmouth, 

c r. . Baton. A 5 

Address rtsmouth, wer — 

~~~ Lieut. Comdr. William ‘A. Marshall, New York 

UNCAS, Lieut. Joseph L. Jayne. At League Island, Pa. 

RECEIVING SHIPS. 

Hoa nt ad Capt. Wm. C. Wise. Navy Y: eee, Y Va. 
INDEPENDEN E. Capt. Charles a Carton Mare Island, 
7“ tIMOND, Capt. John J. Read. Navy Yard, League Island, 


VERMONT, Capt. Merrill Miller. Navy Yard, New York. 
WABASH, Capt. George H. Wadleigh. Boston, Mass. 


FIST! CUMMISSION. 


ALBATROSS, Comdr. Jefferson F. Moser. Ordered on an 
extensive cruise in Pacifie. Address eare Navy Pay Office. 
San Francisco, (al. ; 

FISH HAWK, Mate James A. Smith. At Wood Hol 
Address care Commission Fish and Fisheries, 
ton, 


Mass. 
ashing- 


TORPEDO BOATS, . 
FARRAGUT, Lieut. Comdr. Re Reginald F. Nicholson. At Navy 


Yard, Mare Island. A re. 

aay <n — Richard H. Jackson. At Newport, RB. 1. Aé 

MACKENZIE. At Newport, R. I. Address there. 

baa Lieut. John Doddridge. At Navy Yard, Nor- 
'o 


TRAINING SHIPS. 


ADAMS, Capt. George M. Book. At Portland, Ore. On 
cruise with apprentices. —~ ay care Navy Pay Of- 
fice, San Francisco, Cal. Comdr. W. Goodwin ordered to 

command on Ln i2. 

ALLIANCE, Comdr. Albert Ross. On cruise with sions. 
Left Southampton, ng. Aug. *. Bag’ at Gibral iter Sept 
leave Sept. 9; arrive ngier Se a Sept. 14; 
rive 4 py  ~4 ye ty Sere. 25: arrive 
oct. 3 24; leave rrive San Juan Oct. 28, leave 

; arrive Havana Nov. 12, leave Nov. 15; arrive Ke 
\ . 25; arrive Hampton Roa 
Dec. Address mail care B. F. Stevens, Trafalgar 
sqt are, Senden. England. 

ANNAPOLIS, aw: yal R. Ingersoll. Sailed from West 
Point, N. ng. 24. On summer cruise. with eadets. 
Itinerary: Poe. nnapolis, Aug. 27. Address Annapolis, 


INSTELLATION, Comdr. John J. Hunker, Newpert, B. L 
ESSEX. Comdr. Frank Courtis. On cruise with tices, 
ra 4 =e = 4 itinerary: Reptember Southamp “) Eng- 
an oes leave > arri : “7 
Portugal, 17, » 24; fo hy he 


rocco, he 2a o" 7, cay : Scare 

Oct. 15; sree, Naplen tay taly, “Oot. 30, ay ive e Ror. 6: eat 
‘ov. 17, leave Nov. 2; arrive Vi 

Dec. 13; arrive aie, AY 16, “irae or. 3 22; 






ws: 
Care of B. F. Stevens, U. 8. Despatch it, 4 
Ng BP ee 
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Augnat 26, 1899. 


remmany 0 ieee mer gprogeyen ow testes © te Sespenee 
LANCASTER, Capt. Charles M. Thomas. At New Bedford, 


re. ’ 
MONON Comdr. Charles T. Hutchins. Left Madeira 
for Annapolis, July 27. On cruise with cadets. Will return 


to AI  satees Annsesis: 

to Te art Henry G A to Naval Sta- 

Piion, Yerba Bueos San Francisco, Cal. Capt. Glass 
also commands Training Station. 





VARIOUS NAVAL ITEMS. 

From Mannheim comes the story of the invention of 
an artificial coal that does not develop ous gases, 
creates ‘but little soot, leaves no slate and but a small 
amount of ash, the latter resembling wood or cigar ash. 
The fuel is. composed of 92 per cent. or 94 per cent. of 
ordinary earth and 6 per cent. to 8 per cent. of chemicals 
added. It is said that patents for the invention have 
been & for in seventeen countries. 

The London “Engineer” has a full description, with 


idustra of the Government tank at W gton for 
testi els, It says of the models: “It was in- 
tended, at first, to make the models of —— as is the 
European , but, after repea e ments, it 


ctice. 
was found Rcoracticabie because of climatic conditjons. 
Instead, however, wooder models of white pine will 
be used, which will finally be coated with paraffin be- 
eause of the uniform coefficient of resistance so easily 
established.” 


Appointments of Gunnery Se nts in the U. S. Mar- 


ine Co have been made as follows, with rank from the 
dates given: Henry F.. Bray, ne , from ist Sergeant, 
naval prison, Boston, Mass.; Richard L. Evans, Ace. 4 
from ist Sergeant, U. S. S. Olympia; Richard C. How- 


ard, Aug. 11, from ist Se nt, Pensacola, Fla.; Har- 
mond W. Marston, Aug. 11, from Sergeant, Pensacola, 
Fla.; Alfred Roydon Aug. 14, from ist Sergeant, Mare 
Island, Cal.; John F. Welch, Aug. 14, from Sergeant, 
Mare Island, Cal.; Brunom A. Forsterer, Aug. 14, from 
Sergeant, Mare Island, Cal.; Michael Meehan, Aug. 15, 
from Sergeant, Portsmouth, N. H.; Charles P. Hill, Aug. 
16, from Sergeant, Portsmouth N. H.; Peter Stewa 
Aug. 17, from 1st Sergeant, U. 8. S. Newark. 

Bids which are to be opened at the Navy Department 
Saturday of this week for the construction of an im- 
mense masonry and etone dock at the Portsmouth (N. 
H.) Navy Yard, which, in size and general design, will 
be similar to that now building at Boston and autho 
by the same session of Congress. The dimensions of 
this dock have already been printed in the Journal. 
Seventeen firms are expected to enter the competition, 
and no doubt is felt that an award can be made which 
will insure the basin being completed well within the 
specified b> 

More interest attaches to the coming trial of the bat- 
tleship Kearsarge in the open sea on tember 5 than 
has been heretofore given any vessel of this class. The 
new vessel is unique in the arrangement of her battery, 
and stands, with the Kentucky, without a prototype built 
or building. These ships have the supe 
fore and aft, the design of Admiral Sampson when Chief 
of the Bureau of Ordnance. The Alabama, which 
is altogether different in the distribution of ordnance, 
will proceed to ¢ea a few days earlier, but will be in 
commission, it is expected, before the Newport News 
ves 

A late report received at the Navy Wepartment gives 
some a data as to the performance of the refrig- 
erating plant the Culgoa, stationed at Manila. Wi 
an atmospheric temperature of 89° F. the temperature of 
the “meat room” is maintained at from zero to 10 below, 
and the cold storage rooms in the hold and main decks 
are kept at an average of 15 degrees F’. during the whole 
time. Culgoa has been employed in the wenegerte- 
tion of meats and vegetables from Australia to Manila 
and has been of inestimable service to the fleet and Army 
ever since her purchase by Admiral Dewey early in the 
campaign. The ship is provided with a single screw and 
with engines of the inverted vertical triple expansion 
type and of the following dimensions: horse power cylin- 
der, 28 inches diameter: intermediate cylinder, 44 7-16 
inches, and the low pressure cylinder, 72 inches diameter. 
The cylinders have a comman stroke of 48 inches. The 
bunker capacity of this ship is sufficient for continuous 
steaming for not less than thirty days at a speed of about 
ten knots. The wisdom of the acquisition of the Cul 
has been demonstrated by the value of her services dur- 
ing the past year. 

The Board appointed to discuss and recommend in the 
matter of the bids for reconstruction of the shops and 
machinery of the New York Navy Yard have not yet con- 
cluded their labors, but a decision is looked for early the 
coming week when the contracts will be given out and 
work of preparation pushed with a}! vigor. 

The Navy Department is in receipt of information 
which leads it to congratulate itself upon the excellent 
hygienic showing ot at Manila. The reports in 
question give details of the sanitary conditions prevailing 
there, and the Surgeon General feels that no anxiety 
need be bestowed upon the sailors or marines stationed at 
Cavite and in the waters bordering Manila Bay. 

_ As soon after the arrival of the Newark at San Fran- 
cisco the Department has in contemplation quite a num- 
ber of changes in her official personnel, and the changes 
will be made in the interest of harmony and efficiency. 

Orders were issued by the War Department August 
15 directing the 27th; 3lst and 34th Volunteer i- 
ments of infantry to be placed en route for San Fran- 
cisco as soon as transportation could be provided. On 
arrival at San Francisco these regiments will go into 
camp at the Presidio, and its instruction in target prac- 
tice continued until transports are ready to take them to 
Manila. 

The 12-oared cutter race at Newport, R. I., August 
22 between the racing crew of . 8. 8. New York 


and the Old Colony at Club crew was won by the 
latter. The time was: Old Colony, 54 minutes, sec- 
onds; New York, 55 minutes, 15 seconds. The course 


was five miles, the water being fairly rough. 

The Holland submarine boat has been undergoing 
be in rat ree ot = Ss = Sacharens i 
oes and runn under water as well as n 

merged. The trials weré said to be pen nal P 

The U. 8S. Fish Commission steamer Albatross has 
left San Francisco on_an nt vezase of ea 
investigation | Pacific tour in- 
Pp 


i to Society Island, the Friendly Islands, 
the Islands and other groups both north and south 
of the ner. e itinerary will cover a. distance of 
nearly gg miles, terminating at Yokohama in Apel, 
1900. el eg of o a will be 
deep-sea , traw sou 
other will be made and much a 
to the of fauna in the isl touched. 
scientific work will be under charge of . Alexander 


There is little probability that the cable ship Hooker, 
ashore on the rocks on Corregidor Island, near Manila 
Bay entrance, can be saved. Cable advices received by 
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the War Department state that the vessel is to 
on the rocks. The Hooker was the 


ccm MLE eps early in the war by 


A RECORD-TOWING TRIP. 


One would scarcely look for anything wonderful in so 
prosaic a work as towing, but when it comes to 
a “house” through tur t eeas a distance eq to 


Havana 





one-sixth of ce of the globe, one can 
readily im e that some of the incidents must be in- 
teresting. t least they were on the. recent. record- 
breaking voy of the revenue cutter Rush in her long 
voyage from to the northern Alesken 
waters, to the account sent to Capt. C. 

Shoemaker, Chief of the Revenue Outter Service. by 
Capt. W. H ing, com Rush, whic 


Orne Ne seat est ed safely th ht of J 14 
e Naniwak arrived sa on the rs) 

ot alae eta Tice Sney S's Sie wien. dn elect 
thirty of thie of v have been lost to get 
them up there in the t two years, Capt. was 
particularly anxious for the reputation of the service to 
make a success. The Rush was not fitted for towing, 
not having a bitt in her, and the house cabin, with its 
14-inch canvas covered deck prevented them from mak- 
ing a hawser over it. 

“he Rush left San Francisco May 2, and got about 300 
miles to northward when ehe caught a nor’wester. This 
was the Naniwak’s weak point, end on, as she has no 
knees or heavy timbers in her, and was like a long frame 
building picked up and put in the water, and called a 
boat. e sea worked the oakum out of her bow and 
side seams. Her crew could not get their steam pumps 
to work, and signaled they could not hold out much 
longer. Capt. Cushing ran her back a hundred miles, 
and got her in over Humbolt bar, where ehe wae hauled 
out on the beach. After twelve days’ most disheartening 
work, having to work in tides and in the mud, not able 
to see her bottom, and doing what patc chee could 
from the inside, she was floated and towed to Seattle. 
After a long wait there she was started on June 10, and 
stopped at Port Townsend, where the men were paid 
off. At that point Engr. Wood was taken ill, and had 
to go to the hospital. In Bering Sea there was nothing 
but bad weather for 750 and on the 10th the 
tow struck a heavy southwest blow, and on the llth a 
gale from the northwest, with a heavy cross sea, which 
necessitated heaving to for twenty-four hours, and rig- 

ing out spars fore and aft with oil ba so that in a 
fitt e time the Naniwak was in a sea of oil. 

This was all that saved her. To see those seas strike 
her and straighten out a 12-inch hawser like a string 
was no joke, Capt. Cushing says. However, with con- 
stant vigilance and over 60 gallons of oil, she was pulled 
through it all right without any material damage. She 
did not alter her —y any, which is most remarkable 
as all the boats that have been sent up there are hogged 
or their lines are very wavy, and they had to put on 
considerable repairs on arrival. 





SAILING IN LINE. 


Capt. Sir Bardley-Wilmont, R. N., in an article in the 
“Navy League Journal,” thus describes the original of 
sailing in line: 

“Ships built of wood with sails of canvas were very 
wen ae to fire and burnt quickly. Hence came the 
introduction of fire ships—craft filled with combustibles 
and set on fire when near the enemy. Allowed to drift 
before the wind their flames set on fire any vessel they 
passed near. As war vessels then sail in a mass 
without order, it was difficult for all to avoid a fire 
ship without running into each other. To prevent this, 
ships gradually got to sail in line, one ahead of the other. 
So if a fire ship came toward the fleet, the nearest vessel 
to her hauled out of the line and got out of the way of 
the fire ship, which pages harmlessly through. The re- 
sult was the gradual disappearance of the fire ship and 
the adoption of sailing in line. This then became the 
formation for fighting, or the line of battle, and the shi 
that formed it were called line-of-battle ships. The ship 
of the line was one powerful enough to be in the line 
for which single-deck ships, or frigates, were not con- 
sidered fit; hence the distinction tween them. We 
have now shortened the term and speak of battleships, 
but the meaning is the same.” 





OUR NAVY IN THE PHILIPPINES. 


Lieut. A. P. Niblack, U. S. 8. Oregon, recognizes the 
ability of the Americans as colonizers in his suggestive re- 
mark that “with the collapse of the insurrection, the 
building of railroads and the establishment of an army 
ef occupation, the problems in Luzon will be solved.” 
This was one of the many interesting observations in the 
Lieutenant’s paper on which the acquisition of the Philip- 
pines will require of the Navy, which has been read at 
the Naval War College. Although it may seem like eat- 
ing one’s rabbit before he is caught, we think there is 
much to commend Lieut. Niblack’s sagen that the 
islands should be made a separate division of the Asiatic 
fleet, leaving the larger ships to cruise in general on the 
station ae premery and that the Commander-in-Ohief 
there should be a Vice-Admiral, so that he may not hold 
a rank inferior to that of other foreign flag officers on the 
station. 

Lieut. Niblack does not believe that the squadron of 
the Philippines will be costly to maintain. e Castine, 
Concord, nnington, Yorktown, Wheeling, Helena, 
Princeton, Don Juan de Austria, Isla de Osse, Isla de 
Luzon, Manila, Leyte and Callao would, if scogemeented 
by the gunboate purchased by. the Army, be sufficient, in 
= opinion, even with desultory warfare in some of the 

ands. 

Lieut. Niblack holds that two years of naval patrol 
duty; in the Philippines is the most that should be im- 
posed if we wish to get best results in officers and 
men from a physical and professional point of view. 





The visit of the Annapolis Cadets to West Point has 
given opportunity to arrange the detaile of the a ch- 
ing contest at football between the two Academies. 
Neither team has yet been selected, and much remains 
to be done, preparatory to the nd trial of strength 
at Philadelphia. The ground where the game is to be 
held will accommodate about fifteen thousand persons. 
Five thousand invitations are to be given to the Cadets 
at the Lape f Academy, five thousand to the Oadets at 
Annapolis and five thousand among the students at the 
various colleges. As we have already stated, no tickets 
to the match are to be sold. 


in 


CHANGES ON THE ASIATIC STATION. 
Lieut. Comdr. T. B. Howard, from the Charleston to the 
Monadnock. 
Lieut. Comdr. J. T. Smith, from the Solace to the Petrel. 
Lieut. J. P. Parker, from the Petrel to the Solace. 
. W. 8. Montgomery, from the Petre! to the Solace. 
from the So 


A. T. Graham, to 

G. E. Gelm,.from the Bennington to the Solace. 
ihens. UC. SReeee. fromthe Menadeert to the Sallimen, 

as Assistant Chief of Staff. 





QUARTBEMASTERS AS SAILORS. 


The Quartermaster’s Department of the 
meeting with the difficulty in the matter of 
transporte at sea which we anticipated in the 
and against which we warned them. The English 
ernment, with its large experience, has solved the 
culty in the only practicable way, by turning the 
matter of transportation by sea over to the N 
exercise authority, not because they wear a 
and have a title, but they receive the title and 
because they are supposed to represent knowledge 
experience superior to that of those they command, If 
this is not so authority ie brought into contempt. It is 
not the case where a man without nautical experience is 
put in control of a ship at sea. An old salt, brought up 
for examination for the position of coast pilot, was im- 
mensely disgusted because the first question aeked him 
was: “Who was Uncas?” Sailors have a natural con- 
tempt for men who undertake to direct them in matters 
requiring such special knowledge as the navigation of 
ever changing sea. Disaster will some day result 
our present system, and friction in the mean time 
to occur. at is to happen if there comes a 
conflict of authority between the soldier and sailor in 
e ency? Will the Quartermaster take command 
the ship and put the Captain in irons, or will this. 
be reversed? We are getting many new men 
service, and discretion comes with experience and 
birth or military appointment. 

We learn that the Quartermaster’s Department is muc 
concerned over the outgrowth of the trial of Capt... W. 
C. Brickley, of the transport. McClellan. B 
was adjudged guilty of insubordination, a 
from the service. is was the signal for a number of 
attacks upon the Army Transport Service which have 
appeared recently in marine publications, Capt. Brick- 
ley determined upon his course of action, and refused to 
° the order of the Quartermaster to the 
harbor where he did not consider himself eafe. He was 
placed under arrest, tried Court Martial and dis- 
missed, and his friends in the marine service are’ in- 
clined to believe him a wronged man, and the whole 
nautical sentiment is with him. Col. Bird, of the Trans- 

rt Service, left W gton Thursday night for New 

York, where he will consult with Maj. Jones, 
tendent of the Transport Service, with a view to 
before several of the editors of the marine papers a di- 
gest of the testimony in the case of Capt. B y. Ool. 
Bird is authority for the statement that there was more 
in the case than appears on the surface, but he refuses 
to allow any part of the digest to be published at this 
time. It ie said the testimony makes out an en 
different case from what the Captain piataree it, but as 
far as can be learned the most damaging statements at- 
tributed to Capt. pulekiey are that he “cussed” the 

hly i , but if there is 


Quartermaster. This was 
reason it is the 
bueiness. 


ag 


S ins 


anything that provokes a aighly beyon 
attempt of a landsman to teach him his 


REVENUE CUTTER SERVICE. 





The cadet practice bark Chase left ber mooring off the 
Baltimore Yacht Club, in Curtis Aug. 22, for a year’s 
cruise with a new class of cadets. e Chase has spent the 
summer in Baltimore, during which time she has been 


docked and repaired. The members of the graduating class 
of 1899 were commissioned and distributed ~~ x the eruls- 
ing cutters of the service as 3d Lieutenants, the junior 
class—John Boedeker, of Worcester, Mass., and Robert R. 
Tafel, of Philadelphia—took the ponerse of their recent 
seniors. hese two young men will be the century class of 
the service, roomie. if they pass their final examinations, 
commissions as 34 Lieutenants in 1900. 

Capt. O. C. Hamlet, commanding the Chase, has been in- 
structor, paymaster and an al! around preceptor for cadets 
in the revenue service for so many years on the Chase that 
some of the first cadets he turn out have reached the 
grade of ist Lieutenants. Below are the names and homes of 
the young men who are to take up a two years’ course on the 
Chase: Emory H. Fogerty, Worcester, Mass.; Franklin B. 
Harwood, Marion, Mass.; Albert Forster, Washington, D. C. ; 
Donald McCraith, Boston, Mass.; Joseph L. Ingle, Balti- 
more; William H. Munter, Baltimore; Francis R. Shoe- 
maker, Harrisburg, Pa.; John L. mauer, Washington, D. C. ; 
Simon. R. Karpeles, Washington, D. C.; Charles F. 

Perth Amboy, N. Y. Capt. Hamlet's staff, who will 

him as instructors and perform other dutli are: . 
G. C. Carmine, executive officer; Lieut. E. V. D, Johnson, 
navigator, and Lieut. H. H, Wolf, watch officer. Surg. W. EB. 
Handy will look after the medical needs of the officers and 
crew. Of the latter there are 33, including. petty. officers, 
who also assist in the development of the cadets in practi- 
eal studies. 

REVENUE CUTTER GAZETTE. 

AUG. 10.—Capt. George E. McConnell, from the Manhat- 
tan to the McLane. 

ist Lieut. W. E. Reynolds, from the McLane and to report 
to the Treasury Department. 

lst Lieut, H. W. Broadbent, granted leave for thirty days 
from Aug. 17. 

2d Asst. Engr. C. A. Wheeler, to the Treasury Department 
on expiration of leave. 

AUG, 11.—1st Lieut. F. A. Newcomb, granted leave for 
20 days from Aug. 14. 

AUG. 14.—Practice ship Chase, ordered to sea on cruise of 
instruction for cadets. 

AUG. 15.—Ist Lieut. John B. Butt, granted leave for 
thirty oe from Sept. 1. 

Chief er. J. A. Doyle, leave extended ten 8. 

AUG. 16.—2d Asst. Engr. R. F. Halpin, gran leave for 
thirty days from Sept. 1. 

Capt. C. L. Hooper, granted leave for six om from Aug. 

AUG, 21.—Lieut. W. G. Blasdel and . FP. BR. Patken- 
stein, ordered to sampqeety duty on the A 

AUG, 22.—Capt. L. N. Stodden, ordered to report at the 


Department. 
tte. 23.— Lieut. KE. E. Mead, ordered from Port Townsend 


to Washi on City 
AUG. 19.—Capt. Stodder, Capt. Maguire, . Collins, 
upon con- 


Chief Engr. Cluvus, ordered as a board to repo 
dition of the steam yacht Wapite at Brooklyn. 

AUG, 23.—leave for twenty days granted the follow! 
Sd Lieutenants: Hl. W. Pope, Thomas M. Mallay, H. D. 
mo B. L. Brockway. 

Chief Engr. Whitaker, granted thirty days’ leave of ab- 
sence. 





The Secretary of War has under consideration the en- 
listment of one or more additional Volunteer regiments, 
certainly a colored regiment. Secretary Root practically 
determined upon the raising of a colored when 
at Lake Champlain, and it is at ‘ar De- 
partment that Capt. W. P. Duvall, of the Ist. Art., will 
command it 


I 


There have been two resignations among the officers 
named by the Secretary of War for Lieutenant Colonels 


in the ten new Volunteer ments. John Bigelow, 
who saw considerable a service in 


those who declined, and Capt. Francis hee 
on General Miles’s staff, has also declined. 
been ordered bef. Examining 
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OUR COURTS MARTIAL. .. 
ic“@bsetver” writes.to the New York “Sun’’ as follows: 
“While the American press and people denounce with 
unmeasured invective the barbarous practices of courts 
martial in Frahce, none seem to realize the barbarous 
practices of courts martial in the United States. Drey- 
fus, has, after terrible sufferings, escaped from the hell 
Lot. military tyranny and fraud; so long dominant in 
‘Franee, and found refuge under the benign rule of the 
Court of Cassation—the Supreme Court of France. How 
many of our citizens knew that there is no process of 
‘ review .of courts martial reedings knewn to our 
. Judicature? Dreyfus has shown that there may be an 
appeal from the military despofism which has riled 
l*riunce to ‘the civit courts’ where the illegal proceedings 
ofa court martial have been reviewed. 

‘“A& hundred years ago an English lieutenant brought 
suit agginst the president of a court martial which con- 
Voted 1im iflegally and recoyered £1,000 in conrt dam- 
Sies,’ the’ court observing that the accused might bring 
n like suit against: each of the other members of the 
count martial which. convicted, him. 

. “While reviews. of courts martial may not be had, yet 

oeeh officer of such courts is liable in damages before 
-several courts in India, Scotland, Lreland and. England. 
The English Judge Advocate General is a parliamentary 
officer and not subject to on military authority what- 
ever. In our own country military an naval judicature 
is entrusted to officers inadequately educated in law and 
wholly inexperienced in civil proceedings. Prejudice and 
ignorance may characterize their conduct of courts mar- 
tial, yet there is no remedy for wrongfully accused. per- 
sons belonging to Army or Navy.’ 


THE NAVAL AND MILITARY ORDER. 

The Georgia Commandery of the Naval and Military 
Order ef the Spanish-American War has been organized 
with the following officers: Commander, Col. Edward E. 
Hardin, 29th Inft., U. S.. V.; Senior Vice-Commander, 
Major EB, C. Dayis, late Surgeon 2d Georgia Inf.; Junior 
Vice Commander, Lieut, Col. Jordan F. Brooks, late 1st 
(feétgin Inf.; Secretary, Capt. Robert B. McBride, late 

_ 8d Georgia Inf.; Treasurer, Lieut. Harry Silverman, late 
Bd Georgia Inf.; Registrar, Major John 8. Cohen, late 
8d Georgia Inf.; Chaplain, Capt. Lewis B. Warren, late 
3d Georgia Inf. Members of Council: Capt. J. Vv. i 
Nish, Jr., Col. John 8. Caudler, Col, Wm. E. Wooten, 
Capt: John DP. Twiggs, Capt. Joseph Pottle, Major Mar- 
cus Beek, Cait. Cleveland Wilcoxon, Capt. O. T. Kenan, 
Lieut. W. K. Wheatley, Lieut. E. H. Almand. Besides 
the above the following is the list of goo ay 
W. H. Westmoreland, Lieut. Col. T. 8. Wylly, Capt. R. 
V. 1. Corpnt, Capt. M. E, Laird, Lieut. Lewis Rams- 
péck, Lieut. H, C. MeCool, late 3d Inf., U. 8. V.; Capt. 
Db. A. Fredericks, Tth Inf., U. 8S. A.; Major F. M. John- 
son, Major D. B, Case, Capt. Whitman, Capt. Lovell, 
Lieut. J. H. Blount, 29th Inf., U. 8. V.; Major W. J. 
Kendrick, Capt. W. W._ Barker, Lieut. S. H, Asken, 
Lieut. Wm. E. Persons, Lieut. H. T. Bryson, Lieut. J. 
H. Boston, late 2d_Inf., Georgia Vols.; Lieut. A, O. Mar- 
lent, Capt. Amos Baker, Lieut, Thos, J. Ripley, late 3d 
Inf., Georgia Vols.; Capt. L. D. Morris, late Georgia 
Battery; Capt. L. F. Bellinger, late 3d Engrs., U. 8. V.; 
Lieut. Ed eas late $d Inf., U. S. V. The Com- 
mandery has very good prospects, and will probably have 
a large membership in a short time, as it is one of the 
first organizations of the kind to be instituted in this 
State. Officers of the Army and Navy from Georgia and 
adjoining States are requested to communicate with the 
secretary Capt. Robert B. McBride, 406 South Pryor 
street, Atlanta, Ga., who will furnish them with any in- 
formation desired, 





in 





TOTAL ABSTINENCE OPINION OF WEST 
POINT. 


The “New Voice” has a “staff correspondent” at West 
Point who devotes three columns to the iniquities of 
West Point. He quotes the rules against drinking by 
the cadets, and says: 

“These rales appear to be enforced with great vigor 
against the cadets, but they in no way apply to the of- 
ficers or troops of the garrison. In fact, three ‘blind 
pigs’ are maintained on the reservation with the conniv- 
ance of the Government. The largest of these is the 
suleon run by the garrison, whose bartender tells me 
that the receipts for liquor amount to $25 per day. The 
officers and instructors also run a ‘blind pig on their 
own account in their mess hall, The students are ex- 
cluded from their instructors’ bar-room. They are al- 
lowed to hear their instructors clink glasses and to smell 
their breath, but they are not allowed to taste the stuff 
themselves. The privileges of drinking whiskey and 
tramping on the grass are among the awards that go 
with the diploma. . 

“On one side of the parade-ground is the West Point 
Hotel. It is owned by the Government and run for the 
accommodation of visitors and friends of officers and stu- 
dents. This also is an unlicensed liquor joint, and its 
managers make no secret of their business of ‘bootleg- 
zing’ liquor among the guests. 

“Surrounding the entrance to the reservation (High- 
Innd. Falls) are located 23 licensed saloons, which largely 
exist from the trade of the reservation. I talked with 
several of the leading liquor dealers, all of whom de- 
clared that most of their business came from the mili- 
tary reservation. Yesterday (Sunday) I visited 14 of 
these 28 saloons and found none that was not running 
and doing a rushing business. Some of them had their 
front doors wide open and curtains up. At not one of 
these saloons were there less than three soldiers drink- 
ing. and at most of them there were ten or a dozen. It 
is the fashion for the officers and soldiers to board in the 
village for 30 days, which gives them a legal residence 
and a yote in the township. One result of this custom 
is that West Point holds the balance of power in the 
township, and not a man ean be elected to any office 
who ie not ‘satisfactory to the Point.’ Another result is 
that Highland Township is recognized as the worst rum- 
hole in all Orange County. West Point will not allow 
& man to be elected to any local office who does not 
stand hand and glove with the rum-sellers. West Point 
will not allow any local officer to be elected who will en- 
force the excise laws. Further than that, the West 
Poimt inflnence is so petent that any man who attempts 
to_agitate in favor of temperance measures is socially 
ostracized and his business is boycotted. 

“Up to seven years ago villages in Cornwall Township, 
4 adjoins the reservation on the north, were muc 
Jest Point men while on business a’nd- 
bibulous expeditions. Since that time Cornwall Town- 
ship has voted. out the saloons, and. now one can’t drag 
a West Point men into Cornwall Township with an ox 





‘team. : Cornwall is a place to be avoided by all loyal 
West ‘Poim mem; , : . t . 

“ "lara a chief. — of the West re ee pray 

reservation, an excellent young man 0 q 

was ruined by -the “West Point influence.” He drank 

heavily at various official ‘blind pigs,’ and is now a 

honelegs w an inmate of the Orange County Poor- 


“Despite the high character of the cadets, this West 
Point imffuwence has a degrading effect. It crops out in 
‘ah oetasional downfall of a weaker boy. Aquor is 
smuggled inte their reoms by underground processes. 
Stories-of gambling are rife on the campus. Lewd 
women, who make their heqadqtarters in the Highland 
Falis saloons, patrol the reservation, making clandestine 
appointments with the lade, Yesterday I saw four such 

yomen at work on ounds-' On a visit here on 

viday I saw two others.’ 

lt might be well to employ this enterprising correspond- 
ent as a detective at West Point. He appears to be able 
te ‘discover much that no one has ever learned before. 
His article is entitled ‘““The Canteen at West Point,” 

find following what we. have quoted comes an attack 
upon the eanteen, concerning which the oflicer who sends 
ue this says: 

“Can’t some sense be beaten into these people? No 
one see able te understand that the officer has to 
take a choice of two evils, and that the canteen is the 
lesser one. _That is, looking at it from a prohibitional 
point of view. Without the canteen the low groggeries 

- with cheap whisky creep close to the posts. The men) 
are enconraged to drink. With them the groggeries re- 
tire, the liquor is better, and no-one drinks to excess.” 

It is not worth while trying to convince the class of 
men represented by the “New Voice” that there ean be 
any virtue beyond the circle of their own prejudices. 


‘ 


——_ 


THE SAME OLD KICKER. 
(From the San Antonio Daily Light.) 

There is not an old soldier who served in the war be- 
tween the States who is not perfectly familiar with the 
camp growler, the chronic kicker, the man who always 
shirked his duty in camp or in garrison and skulked when 
ordered to the front. His grub was always not fit to eat 
and his rations insufficient. His tent was not up to regu- 
lation and his bedding and equipments not fit “for a nig- 
ger.” Not one of the old soldiers returned from that 
severest of all wars, but remembers the ill-favored, ill- 
starred, ill-considered and muc. despised camp growler. 
‘Lhere would have been no trouble in any war correspond- 
ent who wished to discredit the Government and the con- 
duct of the war and throw odium on the service in’ loal- 
ing his columns with “hot stuff” from one of this scurvy 
crew. Now it is the same. 

There is not a donbt that the Tommy Atkins of the 
press, who are so stuffed with sympathy for the Filipinos 
and the poor soldiers, and so horrified at the management 
of the war business, find in this buzzard of the camp the 
very bird necessary to emit all the venom that is necessary 
to poison the minds of the public against the Administra- 
tion. These are the fellows who are so eagerly sought 
out by the representatives of the Tagal press in the 
United States when they return. These are the men, it 
were a misnomer to call them soldiers, whose letters home 
are quoted as affording indisputable evidenue of the venal- 
ity of the Administration, the favoritism of the service, 
the incompetency of the generals in command, the reck- 
less slaughter of human life and so on and so on to the 
end of the whole lying chapter. 

If this was the first war in which the United States 
had engaged within the memory of thousands of old sol- 
diers, it might possibly be that these camp growlers 
would be listened to with attention and believed to a 
reasonable extent. As it is the breed is too well known. 
They lived and swarmed in the days from 1861 to 1865 
and there were enough of them to disgust the army of 
Father Abraham a hundred thousand strong. There is 
little eredence given to them now, for they are known, 
spotted, their statements discounted before they are fairly 
made, 

The real soldier seldom kicks, but he does fight. The 
camp growler seldom fights, if he can get out of it, but he 
kicks. He is naturally a mean cuss, but he is a gentle- 
man and a scholar compared to the press representative 
who takes his unreliable yarns for gospel truth and as- 
sails the Government of the nation on the strength of the 
lying misrepresentation. ‘This stabbing in the back, too 
often for political effect, alone is despicable. 
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PRESIDIO OF CALIFORNIA, 
Presidio, Cal., Aug. 17, 1897. 

The casual detachment here will be diminished this 
week by 1,925 recruits. In addition to those assigned 
to the Morgan City, 650 reeruits sailed on the Senator, 
Aug. 14, and 450 will go with the 400 marines on the 
City of Sydney Aug. 18. Capt. Sigworth, Lieut. Kel- 
hourne, Lieut. Keyes, Lieut. Parsons, Lieut, Thomas, 
Lieut, Grubbs and Maj, Adams were among the officers 
who sailed Aug. 14. Capt. Albright, Lieut. Parker and 
Lieut. Ripley will go on the City of Sydney. This will 
leave only nine officers of the large number who have 
been here the last few months awaiting transportation 
to Manila. 

Mrs. Dr. Shaw, accompanied by her mother and daugh- 
ter, arrived in the garrison from the East Tuesday, 

Among the visitors in the garrison this week were 
Maj. Van Valzar, retired, and wife, 

Mrs. Dr. Kenerdy, accompanied by her mother, art- 
rived in the garrison from Washington, D. C., a few 
days ago. 

Mrs. A. C. Girard, accompanied by her granddaughter, 
Marion Jenks, left Monday morning for Seattle, where 
she will spend some time visiting. 











Col. Bird, the Assistant Ouartermaster General, denies 
flatly that the crew of the Warren, recently arrived from 
Manila, was composed of Filipinos, owing to trouble with 
its crew, several of which deserted while the vessel was 
at Manila. The War Department on learning of the 
statements made about the trouble on the Warren, tele- 
graphed. Maj. Long at San Francisco. to report the cor- 
rect circumstances. His reply was: “Reference your 
telegram yesterday regarding trouble with Warren's crew, 
transport Quartermaster states that on July 5, twenty- 
one coal passers and firemen refused to go to work unless 
one of their number. who was confined for drunkenness 
and desertion, was released from the brig. They were 
arrested and taken ashore and tried before a superior 
court at Manila, punishment awarded from three to ten 
months in the penitentiary. They were replaced by 
another crew of experienced firemen which were shipped 
the same day. These latter were discharged soldiers. 
No Filipinos were shipped as part crew of Warren.” 
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West Point, N. ¥., Aug’ 23,. 180, 
.. The training ship Annapolis, under Comdr. R, p 
Ingersoll, having on. board the members of. the-first: clas, 
of Cadets gt the Naval Academy, anchiited if. ialid-strag, 
a short distance.to-the north of the south: wharf, short\y 
before noon on Sunday, Aug. 20. © Sin@é* tH” arrival at 
the ship there has-been a-constant-interchange of cour. 
tesies between the visitors on board and their hosts ashore. 
After the usual formalities had been complied with py 


the officers, permission. was granted to thé Naval Cadets 
to visit the post. They came ashore en Sunday: afternogy 
and were heartily welcomed. Dress parade was wi. 
nessed and a ‘number of the middies Spent the eVeniiig in 
camp. When tattoo sounded the parting guests were 


speeded with rousing cheers for the Navy; to whieh. they 
courteously responded by cheering the Army... . - 

On Monday morning the Nayal Cadets were ranted 
permission to again visit the pest. Publie buildings. and 
points of interest were visited, under the eseort.of.the 
military cadets. The day was warm, and. the swimming 
tank at the gymnasium proved an, irresistible: attractign, 
‘(anests and hosts vied with one another in feats of agility. 
It was the opinion of impartial witnesses that they were 
very evenly matched. 

From 5:30 until 5 p. m. on Monday afternoon. Mrs, 
Bruff entertained Naval and Military Cadets and, the 
young ladies of the post at a delightful reception. © Mis, 
Bruff was assisted by Mrs. Comly, Miss Garrard, Mts. 
Kelly, Miss Anne Davis, Miss Webster, Miss Kate His, 
Miss Ellis, Miss Hallett, Miss Banister, Miss Hise, Minis 
Adams, Miss Braden and the Misses Jackson, . Miss 
Davis served lemonade, Mrs. Barnum ice cream,. Among 
the guests were the Misses Sheridan, the. Misses. Weston, 
the Misses Haskell and Miss Deems. ‘The rooms. and 
table were made beautiful with floral aecorations whieh 
were graceful and effective in the extreme. . : 

In the evening Mrs. Heine and Mrs. Bruff were hos- 
tesseés at the ball at the new Memorial Hall, The large 
ball room was well filled, but not overcrowded.. ‘The 
scene was a brilliant one and the affair thoroughly  siic- 
cessful. Among the young ladies present were the 
Misses Sheridan, Miss Lewis, Miss. Hawkins, Miss Ban- 
ister, Miss Ellis, Miss Webster,’ Miss Kate’ Bllis, the 
Misses Davis, Miss Huse, Miss Hallett, the Misses Jack- 
son, Miss Adams, Miss Deems, Miss Parker and many 
others, 

On Tuesday morning at 9 o'clock the Military Cadets, 
under Lieut. Lindsey, gave a ride on the cavalry plain, 
which was witnessed by a large number of visitors. 

Col. and Mrs. Heine were entertained at luncheon on 
board the Annapolis on Monday. On Tuesday after- 
noon, Aug. 22, from 2:30 until 5:30 the Annapolis was 
open to visitors. The day was clear and the number to 
avail themselves of the Commander’s hospitable invita- 
tion was very large. The illumination of camp in the 
evening was one of the most exquisitely beautiful trans- 
formations conceivable of every day camp surroundings 
into a picture which will linger long in the minds of all 
who witnessed it. For days the Cadets had deyoted every 
- spare moment to thé work, and the result was well worthy 
of the efforts expended. Red,- white and blue predom- 
inated in the decorations. There was here and there also 
a suggestion of the branch of the service represented by 
the guests, in the appearance of a-naval emblem. One 
ingenious Cadet had constructed a very clever exaggera- 
tion of the new dress hat with the articles lying close at 
his hand. A bucket covered with a poncho tied with 
cord; a plate and a whisk broom combined to form:a hudi- 
crous but unmistakable representation of the new head- 
gear. 

Several rockets rose in the air, the brilliant colored 
light was thrown upon the scene, the tirst notes of the 
band were heard and the illumination of the encampment 
might be witnessed by all. For an hour the: company 
streets were thronged, then an informal hop drew many 
to the platform. lighted by electricity. ‘Che varied: tints 
of the gowns with the gray or blue in contrast.as they 
were seen in the moving picture, the brilliantly lighted en- 
campment in the distance, the bright moonlight, the soft, 
sweet strains of music will all contribute to léave a pleas- 
ant memory of the closing days of camp William H. 
Smith as they recur to the mind. 

Wednesday morning, Aug. 23, the Naval Cadets wit- 
nessed Artillery drill. In the evening there was a Cadet 
hop in the open air. 

The Annapolis left Newport on July 19 and went to 
New Bedford, where she arrived the same day. On July 
22, she started for Boston, where she arrived on July 24. 
There the Cadets were shown around the Navy Yard and 
were especially instructed in rope and chain-making. 
They left Boston on July 29, and arrived at Bath, Me. 
the following day. Until Aug. 8 the time was spent in 
the Bath Shipbuilding Works and then. they proceeded to 
Trovincetown, Mass., where they arrived on Aug. 9... The 
following day they went to Vineyard Haven, and after a 
day's stay, to Gardiner’s Bay, L. L., where they had their 
first gun practice. Throughout the entire cruise on. the 
ocean, in the Sound, through Hell Gate and up North 
River, no pilots were taken aboard, the Cadets doing all 
the navigating by the Government charts, Lieut. Comédr. 
Cc. W. Bartlett being Executive Officer, Lieut. W. C. P. 
Muir Navigator, Lieut. B. W. Kinkaid, Chief Engineer. 
and Lieut. O. W. Koester and Lieut. M. E. French as- 
sistants, while Asst. Surg. W. M. Garton has had charge 
of the physical well being of all hands. 

A German is on the programme for Friday evening. 
On Monday ‘the furlough ball will be given, and camp 
will be broken, probably, on Tuesday. Rev. R. EB. Steele. 
Chaplain, U.S. N.. addressed the Cadets at the prayer 
meeting at the Cadet Chapel on Sunday evening. 

In accordance with recent orders, Dr. Kneedler will 
report for duty to Maj. Arthur, in command of the hos- 
pital ship Missouri. 

‘Phe members of the third class visited the Annapolis 
on Wednesday morning. It is said that the fourth class 
will go on board either on Wednesday afternoon or on 
Thursday morning. A number of the “middies” have 
shared the Cadets’ mess hall fare and a number of the 
Cadets have enjoyed the novel experience in cadet life of 
a meal aboard ship. 

A very. neat souvenir programme was furnished the 
guests at the illumination of Camp Smith on Tuesday 
evening. It consisted of a folding card of blue -rough 
grained paper. Upon the front of the cover are the crests 
of thé Naval and Military Academies and the inscription 
oo William H. Smith. Camp 

‘nited States Corps Cadets, in 
honor ef the class of 1900, United States Nayal. Acad 
emy. . On the second page is the Programme of- an. open 





‘air concert by the United States Military Academy Ban 
. at 8:15 p.. m.,. Ang. 22, 
‘George Essigke, teacher of music. . 1, M 
_Stabl; 2, Overture, “Poet and Peasant,” Suppé 


1899. under the direction, of Mr. 
Welcome.” 
: 3, Waltz. 
“A Summer Evening.” Waldteufel: 4, “Nautical Fanta- 
sie.” Lund: 5, “Staendchen.” Schubert; 6 “American 
Patrol,” Meacham: 7, Paraphrase, “Mv Marijana. 

” Her 


Spangled Banner. On the third page is the 
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1,,Ben Hur Chariot Race; 





jollowing dane 
Loves Me ; 7, Lk Across the Sea; 


Bliser 5 &- Tommy Atkins; 10, Serenade Waltz; 


e 
Dancing Girl; 9, 


, The ; A 
Kop Jay ibe Escort; 14, Aphrodite ;.15, A Night Off ; 
i¢, Auf Wiedersehn; 17, Idol's Eye (two-step) ; TS, 


jouisiand Low; 19, Georgia Camp Meeting; 20, Auld 
Lang Syne and Army Blue. : 

Capt. LW. ery , Q. M. D., and family were among 
the guests stered at the hotel on Wednesday. 


SOME FOREIGN ITEMS. 

The latest French rifle, the “Dandeteau,” isa maga- 
xine rifle, which can be fired as a single-loader when de- 
aired, and, it is.alleged by the French that in ballistic 
qualities it is-far superior to any existing weapon, esp- 
cially in flatness of trajectory. and consequent extension 
of the ground swept by fire. Thus the greatest height 
of the trajectory at a range of 1,000 meters is only 6.5 
meters, Whilst the energy is such that the bullet will 
pass ‘clean through the body of a’ horse at a range of 
200 meters, splintering the bones struck, so that, as the 
worrespondent observes, the “Daudeteau” is not liable 
ty the. criticism, attaching.to modern: small-caliber riffes, 
viz., that they are deficient in man-stopping power. The 
weapon-in question -has.a caliber of 6.5 mm., and can 
ie loaded ‘for rapid firing by placing “five cartridges in 
the magazine. 

In the British Army, every. soldier, woman and child 
is examined by a medical officer on the day before em- 
harkation in any vessel, and all who show symptoms of 
contagious. and infectious diseases ‘are detained. The 
sume precautions are taken by the veterinary officers 
with regard to°horses. Ladies.about to embark in a 
troopship are-required to produce a certificate showing 
that they, their children and servants are free from 
infectious. diseases, and in all respects fit to embark. 
Ladies and soldiers’ wives within three months of con- 
fnement are not allowed to embark. Written state 
ments on this point must- be. handed to the officer in 
charge before the berths. are -oceupied. 

Lord George Willis is on the warpath after Lord 
Brassey and his “Annual,” of which he said in a recent 
speech that “there was not a more detrimental book tu 
this empire than the book written. by Lord Brassey. Not 
only did it give the construction of every ship im the 
Britieh Navy, -but also the secret details of the NSpit- 
head forts.” - ; : “ 

The striking out from the French Navy list of the oid 
ironclad Turenne appears to have been countermanded, 
and she will be used instead. for colonial harbor defence. 
The Trident, Colbert, Richelieu, Friedland and Dugues- 
clin are also te*be-retained. Several.of these are wooden 
ships. J ‘ 

The disastrous accident to the Austrian torpedo boat 
Adlet igs a8Seribed to an undiscovered flaw in the boiter 
and not, as Was at first supposed, to any neglect or over- 
straining of the machinery, Prior to the run on w hich 
the five mem lost their lives.the vessel was subjected to 
a careful ‘official examination, and the work on which 
she was engaged, that of training carrier pigeons, did 
not necessitate high speed. The machinery of the injured 
vessel is said to be unharméd, and when fitted with 
1 new boiler she will be once-more ready for service. 
The bodies of the two victims which were found lan ves 
heen buried, but no trace has .been discovered of the 
holies of the other three killed, ines 

Che French- Rear Admiral Escande, with a division 
of guard ships-manned by men of the Naval Reserve, 
has just Carried out a five days programme in the 
Mediterranean, part of a month’s training given to the 
men mobilized. “The scheme of operations was for the 
squadron to anchor at night with all lights out some+t 
where: on-the coast between La Ciotat on the west and 
St. Tropez on the east of.Toulon. No searchlights were 
te be used unless an attack was pressed home. Iwo tor- 
pelo boat flotillas, one from-Corsica and one from rou- 
lon, left Tamaris Bay in the evening to search the coast 
within the stated limits. The flotilla from Corsica dis- 
covered ‘the squadron in-Lavanden Bay to the east of 
Cape Benat. Creeping along the shore until they be 
lieved themselves: near enough to deliver an attack, the 
hoats pushed in among the fleet, but only a few suc- 
ceeded in getting within the stated distance which 
enabled them to discharge their torpedoes. No ships 
appear to have been struck, but a number of boats were 
supposed te have been sunk by the fire of the quick- 
firing guns in the vessels. The reserve men are said to 
hive behaved very creditably. art 

\gainst the new regulations defining the authority and 





the responsibility. of the Chief of the French Naval 
General Staff, .objection has -been raised that they 
are based upen. those which set forth the duties of 


the First Sea Lord in the British Admiralty. The Chief 
of the General Staff, Rear Admiral Caillard, will have 
under his immediate authority-and responsibility all mat- 
lers concerning ~the. preparation for the naval war, in- 
cliding the arming and mobilization of the fleet. The 
officers and officials of the Naval General Staff and of 
the Central Nayal Administration will be directly undet 
his orders. 

Lieut. Cel. Klobbe and Lieut. Meunier, of a French 
Soudan expeditionary force, are reported killed. Some 
inystery attaches fo their taking off. A story that seems 
to be born of the exaggerations of the Dreyfus period is 
that a seeond expedition sent out to overtake Lieut. Col, 
Klobbe and to supersede him was resisted by. him, his. 
death egeurring in the fighting. 

\t-the unveiling .on August 18 of a monument in 
nemory of the Regiment of the Ist Guards on the Mt. 
Privat ‘battlefield, Kaiser Wilhelm referred very appro- 
priately and eulogistically to the bravery of the French 
soldiers who lost their lives’ there. 

\ discussion before the British Medical Association, re 
ported in the “Medical Record,” was characterized by some 
stlient criticisms on the present system of examination in 
the British Army. Surgeon General Cuffe thought that 
as a result of it the officers were deficient in physique 
very often, thongh eminently qualified from a literary 
point of view: but vacancies occurred, and it was neces- 
sary to fill them with the best men obtainable. Dr. Mit- 
chell Bruce, in summing up the discussion, advised mem- 
hers to draw up some resolutions making a request of the 
War Office in the name of the British Medical Associa- 
tion that the physical should precede the educational test : 
that soldiers should not be required to serve in the tropics 
under the age of twenty-two years: and that the physical 
stuidard for admission into the army should he recon- 
sidered in. the direction of raising and not of lowering. 

Dr. Sykes called attention to the fact that there was 
only one nation besides the British that chose its officers 
by literary tests, and that was the Chinese. and- could 
anything be more ineffic'ent than their army? Why did 
the young officers die off in India? Because of their 
poor physique and consequent inability to sustain fatigue 
and resist the effects of the climate. “here is something 


ing p me: 1, 
Nordica ; 3, istling Rufus; 4, Doris: 5, My Ann’ 


Fortune eller ; 12, She Was Bred in Old Ken-> 


rotten in the state of Denmaik,” said the in con- 
clusion, and the’system urgently required > 

The Mexicans apnear to have been successful in their 
campaign against Yaquis, whose punishment fer their 
outbreak has been prompt and severe. A despatch 
a 19 Pee orm per states the age ee = now — 
ded into small bands and are adopting r guerri 
tactics of warfare. Skirmishes occur with these roving 
bands of braves almost daily. ‘There is no prospect, how- 
ever, of the war coming to an early end. 

The German army maneuvers this year are te be held 
on an exceptionally big scale. They are to be carried out 
by three army corps—the Thirteenth ('Wartnesheng), Ge 
Fourteenth (Baden } and the Fifteenth ( Alsace). 
three corps will be separately reviewed by ‘the Hmperor 
on Sept. 4, 7 and &, respectively. They then engage in 
combined Kriegspiel somewhere near Strasburg, the en- 
tire operating force comprising ninety-five battalions, 
ninety squadrons (including two independent cavalry 
dvisions) and seventy batteries, or over four hundred 
guns! Only half the garrison of the Reichsland is to 
be mobilized for these maneuvers, the Sixteenth Corps 
(Lorraine) being required during their duration to main- 
tain “die Wacht am Rhein.’ 





“POETS LARIAT” IN 1861. 
Chicago, Tl, Ang. 20, 1889. 
To the Editor of the Army and Navy Journal: 

We also had poets lariat in 1861. In August of that 
year the Sacramento Rangers were organized. The of- 
ficers were elected by the company from Captain down to 
the eighth Corporal. We bought cheap fatigue uniforms 
and prepared te fight the Southern Confederacy, The 
company was mustered into service in September as Co. 
H, 2d California Cavalry, with A. J. Smith, as Colonel. 

It was:a cadet company, for thirty of the rank and 
file were subsequently commissioned officers of Califor- 
nia troops. 

At that time it was the intention of the War Depart- 
ment to. send a strong force of California volunteers 
overland to Texas, under command of Brig. Gen. 
E. V. Sumner, who had relieved Albert Sidney Johnston 
from command of the Department of the Pacific in 
April. Hence this campaign song to the tune of Dixie 
by Q. M. Sergt. Billy Campbell, afterward Captain, ist 
California Cavalry: 

“WE ARE BOUND DOWN SOUTH TO DIXIE.” 
For the Sunny South, the papers say, 
The Rangers soon will make their way. 
Hurrah! Hurrah! Hurrah! 
To the Colorado we are going, 
liow soon we'll start, there's no knowing. 
Hurrah ! 
CHORUS FOR EACH VERSE. 
We're bound down South to Dixie. 
Hurrah! Hurrah! 

In Dixie's land we'll take our stand, 

, We'll never give up Dixie's land. 


Hurrah! fWurrah! 
We're bound down South to Dixie. 
At Fort Yuma, like a mice, 


We'll splice the main brace once or twice. 
Hurrah! Hurrah! 

Then make a break for Fort Tucson 

And take the country all alone. 
Hurrah! Hurrah! 


We soon will be on the Rie Grande, 

In Texas we will make a stand. 
Hurrah ! 

We'll tear down each secession rag 

And hoist instead our own dear flag. 
Hurrah ! 


In the spring will be In New Orleans, 

We'll clear the stage and shift the scenes. 
Hurrah! 

We will give them al! a game of draw, 

Each rebel hang by the common law, 
Hurrah ! 


In Mississippi I'll take bets, 

We'll teach them how to pay 
Hurrah ! 

We'll teach them to respect our flag, 

And quit their little game of brag. 
Hurrah! 


their debts. 


In Alabama with our fancy, 

We'll have a nice set-to with Yancy. 
Ilurrah ! 

Our fine boys will douse his glim; 

You'll hear no more secesh from him, 
Ilurrah ! 


We'll charge right through the Everglades, 

Send Toombs and Stephens to the shades. 
Hurrah ! 

No traitor leave the tale to tell, 

Of where or how his comrades fell. 
lHiurrah! 


In South Carolina then, you bet, 

We will try to silence noisy Khett. 
Hiurrah ! 

On Sumter’s wells, now free from stain, 

Our Ensign we'll unfold again. 


plow. 
Ilurrah! 


The F. F. V.’s, then, soon will find 
Their boasted chivalry a blind. 
Hurrah ! 


On to Richmond, then, we'll 
Send Jeff and Beauregard 


duly the 4th in Washington, 
We'll celebrate our work as done. 
Hurrah! 
We will give three cheers for our country saved, 
And a people that can't be enslaved. 
lurrah ! 


Around our Standard, then, we'll shout, 
The day that we are muste out. 

Then three times three and a tiger too, 
For the hearts and homes we love so true. 


A. MORTON, Capt., U. 8. 8., Retired. 


The Navy will join the Army in helping to celebrate the 
return of the California Volunteers expected to reach 
San Francisco on a transport shortly. e people of the 
State have contributed liberally to a fund, which has 
reached $50,000, for the purpose of according to the 
troops a tremendous demonstration. A request was made 
of the Navy Department that the ships at San Francisco 
und sailers assist, and early this week'a telegram was 
sent the Mayor of the city stating that the battleship 
lowa had been ditected to fire a salute and parade ber 
suilors with the troops on shore. 





~ COENTRAL, AMBRICAS ON ‘THE’ 








iT 
In an article on “The Filipine from a Spaursh-A mepi-. 
can Stahdpoint,” a correspondent of a Guatemala news- 
paper, Who is now fu Manila, tells in the “Independent” 
why the Filipinos are no mean fighters, He says: “Cal. 
culating an average five years’ service, the Filipinos who 
served tuder the Spaniards easJy: nmnber -to-day..220,> 5, 
600 yeterans. re they are at a great disadvantage 
— roars, the als fies the patios “hilipimos ; 
The react m favor 0 ‘ in among the F. : 
is,.accerding to.this correspondent, very.great, and, if ito 
were poariie to unde all that has been recently dane, 
the Filpinos would gladly return to their former allegy ; 
ance, for fear of being dominatd by a race which hates 
a dark skin. 

This writer says: “From my point of view the situa- 
tion here is anything but reassuring, and the Americans 
will have to lose many men and spend millions before 
they can dominate present conditions. In military mat- 
ters they disregard the peculiar guerilla tactics of the 
Filipinos, by which they keep their enemies constantly 
checkmated, and end up by completely turmng them 
out. 

‘The assertion of this correspondent that the American 
Colonel in charge of the Custom House fled with his;, 
collections may possibly refer to General C. A. Whittier. 
U. 8. V., who was at one time Collector of the Port of 
Manila, and who was superseded when his term of serv- 
ice as a Volunteer expired. 
spondent’s, accustomed to the peceadilloes of Spanish» 
officials, it was net an unnatural supposition that the 
Collector, who returned to the United States with honor, 
must have absconded with the funda. 


STATE TROOPS. 


The National Guard of New York is rapidly resuming 
its old standing, and at present there are some 14,8) 
officers and men on the roll, all of which are fully armec 
and equipped. 

Co. K, Tist New York, have tendered the Captaincy 
of the company to Capt. D. L. Hongh, formerly of the 
Ist U. S. V. Engineers, and said to be an excellent of- 
fic tr. Lieut. Thompson, whéd has been in conimaud of 


the company since the resignation of Capt. Keck, has 
resigned, and, from all acounts, he could have done 
+o to the advaniage or the servwe long ago. ‘he Laen- 
tcnant, it as cla med, invited the enlisted men ander him 
to g.ve an expression 0: opinion as to whether they want- 
ed fim to remain in the company or get out. 

Capt. KE, F. Austin, Engineer Sth Brigade, N, G. N. 
Y., and Capt. W. L. Goldsborough, who were appointed 
Cuptams in the Volunteers, have both declined the ap: 
pointments. While appreciating the honor conferred 
upon them, neither officer can see his way clear to give 
up his present business for a temporary appointment. 

Grovernor Voorhees, of New Jersey, on August 22 an- 
nounced that he would order out the Ist Brigade of the . 
Nutional Guard to take part in the New York reception 
tu Admiral Dewey. The State has no emergency. fund 
for the expense, and a number of prominent gentlemen. 
ineftuding the Governor, offered to stand the bills and 
trust to the generosity of the next Legisiature to recom- 
pense them. 

Arrangements have been completed for the reception 
of the 10 Regiment, Pennsylvania Volunteers, upen its 
arrival from California August 28, When the State 
line is reached a committee will meet the train and: wel- 
come the members home, and upen the arrival of tag 
regiment in Pittsburg there will be a mouster military 
parade through the principal streets of the city to Schen- 
ley Park, where dinner will be served and ewords and * 
medals presented to the officers and men, Addresses 
will be anade by President McKinley, Governor Stone, 
Congressman Dalsell and Lieut. Col. Barrett, and the 
regiment will then be finally dismissed. On August 20 
Ciovernor Roosevelt, of New York, will present the mem- 
bers of the New Brighton Company with medals from 
the citizens of that place. 

Ten companies of Texas militiamen have voted to go 
to New York by ‘special train to greet Admirai Dewey. 

Ail the Majors, Captains and Lieutenants appointed 
for the new regiments have been ordered on reeruiting 
duty. They will assist the nearest recruiting officer for 
a period of about one week, and will then conduct their 
recruits to the rendezvous. 

Capt. A. Vl’. Blockson, «. 8, A. was in San Angelo, 
Tex., August 12, purchasing horses for the Government. 
Perhaps 500 or more horses were examined before the 
required wamber, fifty, were found, and it is werthy ef 
note, as showing the high quality of the animals of- 
fered, that a large majority of the rejections were on 
necount of oversize and youth. In conversation with a 
reporter Capt. Blockeon said: “The bunch we got is as 
pretty a lot as one could want, and they are eminently 
suited to the use for which they are designed by the 
Ciovermment, which is the mounting of infantry.in the 
hilippine campaign. You see, these horses will not, be 
the preperty of any particular branch of the service; 
but will be in use by one command to-day and by an- 
other to-morrow. The service will be hard, and a horse 
must be exceedingly good to stand it.” The price was 
$40 per head. 

The Thursday night cruises of the Fourth Division; 
First Naval Battalion, of New York, which grew se popu- 
lar last month and which were discontinued prior to the 
cruise on the Prairie, will be resumed... There has been a 
large attendance of the Fourth Diyision at Creedmeore 
—s the summer, notwithstanding the hot weather, and 
this division is making a strong effort to win the Duncin 
cup. The petty officers of the division meet every two 
weeks for the purpose of discussing the matters connected 
with the division and for preparing for the coming drill 
SCABON, The Fourth Division quarters on the “New 
Ilampshire” are being overhauled and painted. The wed- 
ding of Ensign Don Sturgis, of the Fourth Division, will 
tome on Sept. 4 at Fairhaven, Mass. Quite a num 
ber of the members of the division are making: up a phrey 
to be present at the ceremony. 

The Brooklyn battalion of the New York Naval Re” 
serves seems to be equal in all respects to the older ' 
organization across the river, although it has had lesw 
drill and is much younger. After an cight days’ critise 
on the Trairie in the open seas the organization. has ‘he. 
turned home more capable than when it went out. The, 
special Board assigned to report upen. the work.of the 





To a mind like the corre- “ 


> 


a 


officers and men finds that the professional ability of the « 


enlisted force was good; that the general physique’ is 
very good: that the discipline was very geod, and ef- 
ficiency and manner of performing duties by the cerd 


as follows: Comdr, R, Py Forshow, efficieney very good. 
alse monner ef performing its Lieut, R, BK. Hall, Koud 


for both; Lieut. L. EB. Tuzo, good fer cy; fair fer » 
manner of performing duty: P. A. Surg. J. 8» “ * 
good for beth: Ensign G. H, a ef- 


ficiency and manner of duty: 


tit fair 
ie fe Fra 
both, 


for : Basign &. L. Crossing. fair f 
Payme. W. 1. Rawyer, tair for both. The ma 5 
various drills were as follows: Signals, good; 7 


fair; infantry tactics, good; sword exercises, very good. 








The of the machinists - oilers 
attention to duty and the profes- 

Pee dios “ot the erulse of the U.S. 8 
connéction with inst of Naval Militia Boe pee 
cific coast, follows: ve Portland with the Ore- 


is as 
gon militia August 24. Cruise until September 1, when 
she is to arrive again at Portland, and sail the same 
September 8. Pick up Bureka’s division off Eureka 
cruise to San Francisco. Arrive at San Francisco 
September & Pick wu A. San Francisco divisions and sail 
Sentember 6. — ka division Wa ney ber 11. Land 
San Francisco division ember 13. Leave San Fran- 
cisco September ve Embark Santa. Cruz division Sep- 
temper 17. Santa Barbara division September 18, San 
ieee y tomes September 19. Return to San Francisco 
ctober 


a8 3 


THE ARMY. 


(Continued from page 1239.) 








Maj. James B. Burbank, 5th U. 8. Art., having relinquished 
the unexpired portion of’ lils leave, will report to the Com- 


manding General, aes of the East, for assignment to a 


station. (W. D., 21.) 
Leave for seven anys is granted ist Lieut. Oscar I. Straub, 
5th U. 8. Art. (W. Aug. 23 


6TH ARTILLERY—COLONEL eae B. WILUISTON. 

The ordinary leave granted Capt. Alexander B. Dyer, 6th 
U. 8. Art., Is changed to anes leave for two months, to date 
from bm 1, 1809. (W. Aug. 21. 

Ordinary leave for one aaa to take effect upon the ex- 
piration of sick leave ranted him, is granted Ist Lieut. 
Adrian S. Fleming, 6th U. 8. Art. (w. Aug. 21.) 

ist Lieut. H. L. Hawthorne, 6th U. ya is assigned to 
command of Light Battery D, 6th U. 5. Art., to date from 
July 1, 1899. (D. P. and 8th Corps, July 6.) 

2d Lieut. Benjamin M, Koehler, 6th U, S. Art., is assigned 
to command of the Ist Separate Mountain ~~ hh to date 
from July 1, 1899. (D. P. and 8th Corps, July 

Battery B, 6th U. 8S. Art. (Capt. W. F. Wanioek command- 
ing), will proceed to Cavite, P. L, and relieve Light Bat- 
tery A; Wyoming Vol. Art., thus nH ag | its departure 
at the earliest date for San Francisco, Cal., for muster out. 
(D, P. and 8tb Corps, July 5.) 


7TH ARTILLERY—COLONEL HENRY C. HASBROUCK. 

2d Lieut. Andrew Moses, 7th U. 8. Art., to join his bat- 
tery. (W. D., Aug. 18.) 

ist Lieut. Willoughby Walke, 7th U. 8. Art., will join his 
battery. (W. D., Aug. .) 

Capt. G. F. gE Harrison, Q. M., 7th Art., 
Fire Marshal. (Fort Adams, Ang. 20.) 

Leave for 21 Cape, to take effect about Sept. 5, is granted 
2d Lieut. Philip R. Ward, 7th Art. (D. E., Aug. 21. 

Corpl. W. B. Courtney, L, 7th Art., has ‘been promoted to 
Sergeant. 

Ist Lieut. Arthur 8. Conklin, 7th U. 8S. Art., is tempora- 
rily detailed to act as Recorder of the Examining Board 
convened at Washington Barracks, D. C., during the absence 
of Ist Lieut. Clint C. Hearn, 7th U. 8. Art., 
I., Aug. 21.) 

The orders directing 2d Lieut. Andrew Moses, 7th U. 8. 
Art., to join his battery is amended so as to direct him to 
proceed to Fort Warren, Mass., for duty with Battery G, 
ith U. 8 Art. (W. D., Aug. 21.) 


18ST INFANTRY—COLONEL ABRAM A. HARBACH. 
Capt. Nat P. Phister, Ist U. 8S. Inf., is relieved from fur- 
ther duty on temporary recruiting service at Cincinnati, O 


is designated 


on leave. (W. 


«wW. D., Aug. 22.) 

Sick leave for Ag month is granted Capt. Nat P. Phister, 
Ist U. S. Inf. (W. D., Aug. 22.) 

Ist Lieut. vita M. Ceofton, ist U. Inf., to Pinar del 
Rio Barracks for duty. (D. P. Hi. and P. is R., Aug. 10.) 

Leave for one month Ist Lieut. F. KE. Lacey, Jr., Ist U. 8. 
Inf. (Db. P. H. and P. D. R., Aug. 15.) 

Leave for one month is granted Capt. A. P. Buffington, 
Adjt., ist U. S. Inf., to visit the United States. (D. I. H. 
and I’. D. R., Aug. 2.) 


5TH INFANTRY—COLONEL RICHARD COMBA. 
Maj. Frank D. Baidwin, 5th Inf., A. L. G., of the Depart- 
ment, will proceed to Fort Leaven worth, Kan., and make a 

ee inspection of the 32d Infantry, U. 8S. V. (D. 


Au 
ie ‘ia leave for two mens is pas Capt. William H., 
Bowen, 5th U. S. Inf. ¢ , Aug. 23 


7TH alendienn: ogee aan M. COATES. 
2d Lieut. Geo. W. Stuart, 7th Inf., is detailed Adjutant. 


(Fort Ethan Allen, Aug. 9.) 
Leave for seven days is * eee Capt. J. A. 


Inf. (Fort Porter, Aug. 17. 
2d Lieut. F. W. Hershler, tth Inf., is appointed Summary 


Court Officer. (Fort Porter, Aug. 18.) 
ist Lieut. ‘fr. A. Vearce, 7th Inf., is detailed in charge of 


post exchange. (Madison Barracks, Aug. 21.) 
9TH INFANTRY—COLONEL EMERSON BH. LISCUM. 
Sick leave for fifteen days is granted Capt. John A. Bald- 
win, 9th U. S. Inf. (DD. P. and Sth Corps, July 6.) 
10TH INFANTRY—COLONEL EZRA P. EWERS. 
The sick leave granted Capt. Charles J. T. Clarke, 
U. 8. Inf., is extended one month. (W. D., Aug. 23.) 
11TH INFANTRY—COLONEL ISAAC D. DE RUSSY. 
Leave for one month, to take effect on or about Sept. 2, 
1899, Is granted ist Lieut. Francis P. Siviter, 11th U. 8S. Inf. 


Goodin, 7th 


10th 


(CW. D., Aug. 19.) ’ 
Recrults at Fort Wood, N. Y., will proceed in charge of 
Capt. Richard M. Blatchford, 11th Inf., on_the transport 


McClellan, Aug. 23, to San Juan, FP. R. (DD. E., Aug. 22.) 


13TH INFANTRY—COLONEL WILLIAM H. BISBEE. 


Capt. James B. Goe, 13th U. 8. Inf., now on leave will pro 
ceed to St. Paul, Minn., for assignment to duty at Fort Mis 
soula, Mont. iW. D., "Aug. 21.) 


15TH INFANTRY—COLONEL EDWARD MOALE. 


Capt. Samuel E. Smiley, 15th U. 8. Inf., will report to 
Brig. Gen. John C. Bates, U. 8S. V., and accompany him to 
Island of Jolo, and return. (D. P. and 8th Corps, July 3.) 


16TH INFANTRY—COLONEL CHARLES C. HOOD. 

The Special Orders, of Aug. 11, 1899, W. D., directing 
Capt. Edwin V. Bookmiller, 16th U. S. Inf., to join his regi- 
ment Aug. 31, 1899, is amended so as to direct him to pro- 
ceed on that date to San Francisco, Cal. (W. D., Aug. 18.) 


18TH INFANTRY—COLONEL GILBERT 8. CARPENTER. 
Ist Lieut. Frank I). Wickham, 18th U. 8S. Inf., to take 
charge of detachment of recruits for the 18th U. S. Inf., now 
at Maestranza Arsenal, Manila, awaiting transportation to 
> in Visayan Military District. (D. P. and 8th Corps, 
u . 
Col. David D. Van Valzah, 18th U. 8S. Inf., having been re- 
tired, to date June 20, 1899, will proceed to San Francisco, 
Cal (D. P. and 8th Corps, July 6.) 
Maj. Henry H. Adams, 18th Inf., Is relieved from duty as 
member of the G. C. M. instituted by par. 5, S. O. 161, ¢. s., 
D. Cal. (D. Cal., Aug. 9.) 


19TH INFANTRY—COLONEL SIMON SNYDER. 


Sergt. Wilson French, Co. H, 19th U. 8. ae ay be sent 
to ani to join his company. (W. D., Aug. 
‘Joseph F. Huston, 19th U. 8. Inf. (oromoted Rg 


U.S. Infantry), wil! report to C. O 


captain, 20t 
(D. P. and 8th Corps, July 7.) 


nfantry, for duty. 


20TH INFANTRY—COLONEL LOYD WHEATON. 

So much of par. 46, 8. O. 191, Ma 
nounces the 
U, 8, Inf., to Captain, 20th U. 


1, 1899, W. D., as an- 
promotion of ist Lieut. rederick V. Krug, 20th 
8S. Infantry, with rank from 
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d 


2, 1 
Sah aber at Sr 
2d Lieut. Henry M. chal th 


San Francisco, Cal., to be oe 
ae to Fy ge ny reef 
Metes, oS 
thee he expat ent sick a Pp 
L, jon of in vith recruits. (W. D., Aug. 23.) 
23D INFANTRY—COLONEL SAMUEL OVENSHIN®E. 
2d Lieut. William W. McCammon, Jr., 23d U. 8. Inf., will 
report to Brig. Gen. John C. Bates, U. 8. V., for duty en 
(D. P. and 8th Corps. het. 8 
ephen O 


The gick leave granted Capt. St . <y 2 
Inf., is extended two. months. (W. D., Ang. 23. 


24TH INFANTRY—COLONEL HENRY B. vamsiak 

_ The sick leave granted Capt. Archibald A. a 24th 
. 8S. Inf., ig extended three months. (W. D., Aug. 23.) 
25TH INFANTRY—COLONEL ANDREW 8. BURT. 

ist Lieut, John H. Parker, 25th —y is ne one to duty 


to 

ae ity with re- 
Soh ES 8. Tat, will upon 
roceed to San Fran- 


as Quartermaster and Commissary o the ransport City of 
Sydney. bu + as the voyage to the Philippine Islands. (D. 
“al, 


u, 
Capt. Senesti P. O'Neil, 25th Inf., is detailed bd Arg * as 
M. and Commissary on the transport Siam. (D. C Aug. 7) 

Leave for one month is gran 2d Lieut, hs "M 
riam, 3d Art. (D. Cal., Aug. 7.) 


26THl INFANTRY—COLONEL EDMUND RICE. 

The 26th Infantry, U. 8S. V., is relieved from duty at 
Plattsburg Barracks, N. Y., and will proceed (via Boston, 
Mass., and Providence, R. I.), fully armed and equipped, 
with two hundred (200) rounds of ammunition per man and 
proper amount of tentage, by rail, to San Francisco, Cal., 
for embarkation at that port for the = Islands, to 
be reported u - oxzevel to the sr ng General, De- 
partment of t (D. E., 0 

So much of ; . 2, 1899, D. as relates to ist 
Lieut. James P. Clare, 26th Inf., U. v., . | are to 
read: “ist Lieut. James P. Clare, see ‘Inf. _— vc Ce 
D., Aug. 22.) 

27TH INFANTRY—COLONEL JAMES M. BELL. 

Sick leave granted Capt. H. Savage, 27th Inf., U. 8. V., for 
one month. (W. D., Aug. 23.) 1 

The C. O., 27th indents, U. S. V., will send an officer of 
his command, preferably the Quartermaster, twenty-four 
hours in advance of the departure of the regiment, to San 
Francisco. Cal., there to ‘oe to the Commanding General, 
Department of California, to assist in making arrangements 
for oe of the regiment and its baggage. (D. E., 


Au 

Si Lieut. Thomas McA. Knox, 27th Inf., U. V., recently 
appointed, with rank from July 5, 1899, will report in per- 
son to his regimental commander for duty. , Aug. 


19.) 
Sergt. Thomas McA. Knox, Co. D, 27th Inf., U. 8. V., Cam 
Meade, Pa.. having accepted a commission as 2d Lieutenant 
of that regiment, will be dischar: the service of the United 
States, to date Aug. 15, 1899. (W. D., Aug. 19.) 


29TH INFANTRY—COLONEL EDWARD E. HARDIN. 

The 2d Battalion of the 29th Infantry. U. 8S. V.. consisting 
of Cos. E, F, G and H, under command of Lieut. Col. Herbert 
H. Sargent, 29th Inf., U. 8S. V., will proceed to the target 
range at Waco, Ga., for practice, and return to Fort McPher- 
son, Ga. (D. G., Aug. 17.) 
30TH INFANTRY—COLONEL CORNELIUS GARDENER. 

Capt. T. F. Ryan, 30th Inf., U. 8. V., is honorably dis- 
charged on tender of resignation. (W. D., Aug. 22.) 

31ST INFANTRY—COLONEL JAMES 8. PETTIT. 

The 31st Regiment of Infantry, U. S. V., is relieved from 

duty at Fort Thomas, Ky., and will proceed by rail on Aug. 


24, fully armed and equipped, to San Francisco, Cal., for 
embarkation at that point for the Philippine Islands. (D. 


L., Aug. 21.) 
83D INFANTRY—COLONEL LUTHER RB. HARE. 
Lieut. Col. J. J. Brereton, 33d Inf., to Fort Clark and re- 
turn to San Antonio, Texas, in connection with target prac- 
tice. CD. T., Aug. 14.) 
Richard P. 


2d Lieut. Cordill, 33d Inf., U. 8S. V., recently 
appointed, with rank from July 5, 1899, will proceed to 
Fort Sam Houston, Texas, for duty. (W. D., Aug. 22.) 


34TH INFANTRY—COLONEL LYMAN W. v. KENNON. 


1st Lieut. Edwin J. Bracken, age Inf., U. S. V., will pro- 
ceed to join his regiment. (W. rtp 19. ) 

2d Lieut. Basil N. ER, ath nf J recent- 
ly appointed, with rank from July 5, 1899. ae on to 
Fort pena Colo., for duty. (W. D., Aug. 21.) 


ist Lieut. Harry W. Newton, 34th Inf., U. s. V., will join 


his regiment. (W. D., Aug. 21.) 
35TH INFANTRY—COLONEL WILLIAM A. KOBBE. 
Ist Lieut. Jack FE. Harding, 35th Inf., U. 8S. V., will pro- 
ceed to Vancouver Barracks for duty. (W. D., Aug. 18.) 
ist Lieut. Harry N. Cootes. 35th Inf., U. 8. V.. 
ceed to join his regiment. (W. D.. Aug. 19.) 
Capt. Edward W. Robinson, 35th Inf., U. 8. V.. recently 
appointed, with rank from July 5, 1899, will proceed to Van- 
couver Barracks, Wash., for duty. (W. D., Aug. 21.) 
Capt. James H. Aldrich, 35th Inf., U. 8. V., will join his 


regiment. (W. D., Aug. 21.) : 
Ist Lieut. James P. Clare, 35th Inf., U. 8. Nees will pro- 
ceed to Vancouver Barracks. (W. D., Aug. 22. 


36TH INFANTRY—COLONEL J. "andl BELL. 

2d Lieuts. Willlam F. Gwyne and Edward McGowan, 36th 
Inf.. U. S. V.. recently appointed, with rank from July 5, 
1899, will proceed to Columbus Barracks, Ohio, for duty to 
accompany recruits to Manila. (W. D., Aug. 19.) 

2d Lieut. G. T. Bowman, 36th Inf., is assigned to com- 
mand of detachment of Volunteers at post and will proceed 
with them to the Presidio of San Francisco. (Fort Porter, 
Aug. 18.) 

37TH INFANTRY—COLONEL ROBERT B. WALLACE. 

2d Lieut. Reuben V. Baskett, 37th U. 8S. V., recently ap- 
pointed, with rank from July 5, 1899. will proceed to Col- 
umbus Barracks, Ohio, for duty. (W. D., Aug. 18.) 
38TH INFANTRY—COLONEL GEORGE 8S. ANDERSON. 

Col. George S. Anderson, 38th Inf., U. 8. V., will proceed 
to Jefferson Barracks, Mo.. and enter on duty pertaining to 
the organization of his regiment. (W. D., Aug. 18.) 

Maj. wim A. Holbrook, 38th Inf., U. 8S. V. (ist Lieut., 
7th U. S. Cav.), is honorably discharged as (Ca ae and A. 
Q. M., U. S. V., only, to date from Aug. 18, 1 (W. D., 
Aug. 31.) 

— > Willard A. Holbrook, 38th Inf., U. 
appointed, with rank from Aug. 17, 1890, 
Jefferson Barracks, Mo., for duty. (W. D., Aug. 21.) 

39TH INFANTRY—COLONEL ROBERT L. BULLARD. 

Col. Robert L. Bullard, 39th Inf., U. S. V.. will proceed to 
Fort Crook, Neb., and enter on duty pertaining to the or- 
ganization of his regiment. (W. D.. Aug. 18.) 

Maj. John ©. Gilmore, Jr., 39th Inf., U. 8. V. (ist Lieut., 
4th U. S. Art.), Is honorably discharged as Captain and A. 
Q. M., U. S. V., only, to date from Aug. 18, 1899. (W. D., 


Aug. 21.) 

Maj. William C. Brown, te Inf., U. 8. V., recently ap- 
pointed, with rank from Aug. 1899, will proceed to Fort 
Crook, Neb., for duty. (W. D., vhug. 2 21.) 

Maj. Harry B. Mulford, 39th In U. 8. V., recently ap- 
pointed, with rank from Aug. 17. 1899, upon his muster out 
of service as Colonel, ist Neb. hi. will proceed to Fort 
Crook, Neb., for duty. (W. D., Aug. an" 

So much of par. 31, S. O. 195, Aug. 21, 1899, as relates to 
Maj. “% Cc. Gilmore, Jr., 39th Inf., U. 8. V. (ist Lieut. 


S. V., recently 
will proceed to 


4th U. Art.), amended to read “Maj. John C. Gilmore, 
Jr., sa Inf., U. . (ist Lieut., 4th U. 8. Art.).” (W. D., 
Aug. ) 


40TH INFANTRY—COLONEL EDWARD A. GODWIN. 

Col. Edward A. Godwin, 40th Inf., U. 8S. V., will proceed 
to Fort Riley, Kan., and enter on duty pertaining to the or- 
ganization of his regiment. (W. D., Aug, 18.) 


eee 10 Mad ist Int, U; & Rites, Kan"at 
ohn sore nt Seat: Bin Vic tecently, ap. 
Si ate ar yh Nt 


ist INYANTERY COLONEL xz. Es c yp ana 


H, Preston, 4ist Inf. 
utea® with ‘rask from keg 3, “iso, ed proceed 
Camp Meade, Penn., for ‘duty. (Ww. D., Aug. 22.) % 
42D INFANTRY—COLONEL J. MILTON THOMPSON. 
Maj. Lincoln C. Aperres. Sma tat... U. S&S. V., recent! 
pointed, with a from. A‘yg. 1%, 1800, wil proceed to Fay 
° N. or du 
(Par, 38, 8. 6 195, Aug. “1500, wefatine Maj. Lin 
. Andrews, 42d Inf., ts V., Is revoked. ace Due A} 
43D INFANTRY—COLONEL ARTHUR MURRAY. 
Col, Arthur Murray, 43d Ipf., U. 8. V., will 
vaes Ethan Allen, Yt., 
tion of his 


polntea with rank from 

than Allen, Vermont, for 

44TH INFANTRY—COLONEL Buel qa, McCLERNANn. 
Col, Edward J. McClernand, 44th Inf., U. 8. ans Captain, 


. V., rece: 
—. 17, 1800, Will proceed to Fort 
uty. (W 23.) 


a Y. A on aa emo discha = eutenant 
‘olonel an . U. 8. V., only, to rom Ang. 1 
— (W. D.. 19.) . . 
Maj. Har C. ‘ie ale, 44th Inf., U. 8. V., recently a nted, 
with rank re ven- 


. 17, 1899, will proceed to 
worth for duty. 4 . D., Aug. 21.) 
45TH INFANTRY—COLONEL JOSEPH H. DORST. 
Col. <a > ant. 5 V., will proceed 
New Work City N. . " 
Maj. Daniel A. irederiek,. "iti a hie ts 
Pnaves, with rank i Aug. 17, jens, _* Vitost re Suelliny, 
inn., for duty. (W. , Aug. 21.) 
46TH wack A gt Fam WALTER 8. ae e 
Maj. Samuel W. Miller, 46th Inf., U. 8. V., recentl 
“inted, with rank from Aug. 17, 1899, = proceed to ruth 
‘ramingham, Mass., for duty. (w. D., ig. 21.) 
47TH INFANTRY—COLONEL eo HOWE. 


Col. Walter Howe, 47th Inf., U. 8. V.,. will proceed to Camp 
Meade, Middletown, Pa., and Ee’ sag +> Vv to 
) 


the organization of his Aug. 
Maj. Henry W. Hubbell, th ‘int. Ven recently ap- 
inted, wit 


rank from x S 17, 1800, wail proceed to Camp 


eade, Pa., for duty. Aug. 





TROOPS FOR THE PHILIPPINES. 

A detachment of six hundred and fifty of the enlisted men 
awaiting transportation at the Presidio of San Francisco, 
Cal., for the Philippine — will be held in readiness to 
sail on the transport Senator for Manila, on or about Aug. 
14. The following officers are designated for service wit 
and to accompany the detachment above indicated-: Maj. 
Henry H. Adams, 18th Inf.: Capt. J. M. Sigworth, 9th Inf. ; 
Ist Lieut. L. F. Kilbourne, 3d Inf. ; 24 Lieut. Maxwell ‘Keyes, 
3d Inf. ; 2d Lieut. John R. Thomas, ag 17th oe ; 20° Lieut. 
James K. Parsons, 20th Inf. (D. Cal., ~ 

Capt. Frank H. Albright, 25th Inf., an 1st  Lleut. Edgar 
F. Koehler, 9th Inf, will accompany a detachment of three 
hundred and fifty enlisted men to the Philippine. Islands, on 
the er City of Sydney for Manila, Aug 18. .(D. Cal., 


Au 

E ae } + FD of six hundred and seventy-five of the en- 
listed men awaiting ge ea ary at the Presidio of San 
Francisco, Cal., for the Philippine Islands, will be held in 
readiness to sail on the transport Morgan City for Manila, 


avout Aug. 8. The following officers are designated to ac- 
company the Gases above indicated: M By Wit- 
tich, 21st Inf.; Ist Lieut. Chas. F. Bates, Inf.: 2d 
Lieut. phy L. Conger, Jr., a Inf.; 2d ileut. Paul 
Hurst, 3d Inf. (D. Cal., Aug. 5.) 





8TH ARMY CORPS ORDERS. 

Ss. O. 9, July 4, Office of Military Governor, directs that 
the board of officers appointed in 8. O. 8, Office of the Mili- 
tary Governor, dated June 6, 1899, of which Col. 
Kline, 21st U. 8. Inf., is president, will, in addition to the 
duties imposed by that order, determine the facts in the 
matter of the seizure of the vessel Toneng, which was = 
ed American provisional registration at Manila, on a 
last, the seizure having been made by the United States 
authorities on the charge of engaging in unlawful act and 
iNicit trade. Circular 46, July 5, 1899, Office of Military 
Governor, gives instructions to men applying to re-enlist- 
ment. 


ARMY BOARDS. 

A board of officers to consist of Lieut. Col. David H. 
Kinzie, Ist Art.: Capt. David Price, Q. M., Ist Art., and ist 
Lieut. Johnson n Hagood. ist Art., will convene at Sullivans 
Island, 8. C., for the purpose of examining Mr. Tom 
€. ia, 9 Broad street, Charleston, 8S. C., for ap- 
pointment as Electrician Sergeant. (D. G., A 17) 

A board of officers will assemble B Fort Wi =~ a 
Aug. 29, to report Ror the qualifications of yh 

ecki, Battery D, 7th Art., for appointment F t oe 
termaster Sergeant. Detail: Capt. Charles — 7th 
Art.: Ist Lieut. John D. Barrette, 7th Art., ved 30 - 
Roderick L. Carmichael, 7th Art., U. M. of the post. (D. 
Aug... 22.) 

A Board of Officers, to meet at Alcatraz Island, Cal., Aug. 
11, to examine into the qualifications of Sergts. Tobias L. 
File and Peter E. Turner, Battery B, 3d Art., for a int- 
ment as Electrician Sergeants. Detail: a Jacob B. Rawles, 
4d Art.; Capt. J. D. ©. Hoskins, 34 Art.; 2d Lieut. A. B. 
Putnam, 3d Art. (D. Cal., Ang. 8.) 


ASSIGNMENTS TO REGIMENTS. 

The following assignments of officers to regiments are 
announ 

_ Lieut. Col. Cyrus 8S. Roberts (promoted from Major, 17th 

. 8. Inf.), to the 13th U. 8. Infantry, to date from Aug. 
li, 1899, vice Savage, retired from active service. 

Maj. Calvin D. Cowles (promoted from Captain, 23d U. 
Infantry), to the 17th U. 8. Infantry, to date from Aug. + 
1899, vice Roberts. promoted. He will join his regiment. 

Capt. Francis E. Lacey, Jr. (promoted from * Lieuten- 
ant, ist U. S. Infantry), to the 23d U. 8. Inf., Co. B, to date 
from Aug. 14, 1899. vice Cowles. promoted. He wil! remain 
on duty with the ist U. 8S. Infantry until further orders. 

ist Lieut. George De G. Catlin (promoted from 2d Lieu- 
tenant, 10th U. 8. Infantry). to the 2d U. 8. Infantry, Co. 
D, to date from July 15, 1899, vice Phillips, promoted. He 
will join his comp ont 

ist Lieut. Donald McNulta (promoted from 2d wy 
14th Infantry), to the 23d U. S. Infantry, Co. F, to date 
from July 17, 1899, vice Taylor, promoted. He will join. his 
company. (W. D., Aug. 19.) 


EXAMINATIONS FOR PROMOTION, 

The following officers will report to Lieut. Col. Tully Mc 
Crea, 5th U. 8S. Art., president of the examining board ap- 
pointed to meet at Governors Isl and, New Yo City, for 
examination as 2 their fitness for promotion: Capt. Francis 
Michler, 5th U. Cav. : Capt. Otte L. Hein. ig S. Cav.. 
and Capt. John K. Waring, 2d U. 8. Inf. (W. ., Aug. 19.) 


VOLUNTEER TROOPS. 
The battalion of the California Volunteer Heavy Artillery 
will be relieved from duty in the oe in time to all 


company the Ist Cal. Vol. Inf. on ransport 
| San Francisco, Cal., for discharge. (D. P. and 8th Corps, 


a North Dakota, Idaho and Wyoming troops in 
the Peltpeines will be relieved from duty at Ea vy Fn 
possible date, to enable them to proceed by U. transport 
Grant to San for discharge. ‘De P. and 8th 
Corps, July 5.) 


Francisco, Cal., 
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August 26, 1899. — 


Col. Her. 


Montana Vol. Tf. ted 
wo the command of of the Disttet or arare wath ee vy ap 


at Cavite, P. I, Lamas . and Sth. Corps, 


—. 
TRANSFERS, 
e. effect. this date: 


The follgeving No hosie tein are made, to 
ist Lieut saat the 6th Art, to the 7th Art,; 
ist Lieat. ai D’A. "Peatee, ie the 7th Art. to the 6tu 


Art., Battery (WED -» Auge 





2d Lieut. Harry ea Porto, Rican Battalion, U, 
y., recently appointed, w report for temporary duty 7 
Headquarters, partment of’the East, and then to join the 
battalion in Porte ileo. (W. D.; Aug: 18.) 


Electrician Sergt. Sam Bonsh (appointed Aug. 11,. 1899, 
from recruit, general service), now at Fort Mciienry, Md., 
is assigned to duty at that t prawtes 41 «W. D.; Aug. 19.) 


24 Lieut. a Harry L (Cogpen,, apes, Posto. Rican Battalion, U. Pa 


v rah McClellan, ae 
io to o, Raa a Tuan, 


Pp. R., and. join his command. (D. iM 
Aug. “ 


APPOINTMENTS TO THE VOLUNTEER ARMY, 
August 19, 1899. 


° f TO BH MAJORS. 
Harry C.' Hale, Ilinots. 
M. M. McNamee, Wisconsin. 
se H: Parker, Missouri. 
L. C. Andrews, New York. 
Guy H, Preston, Massachuvetts. 
John €, Gilmore, Jdr., New York. 
Ww. C. Brown, Minnesota. 
llenry T. Allen, Kentucky. 
- A. Frederick, Georgia. 

B. Mulford, Nebraska. 
Pathe B. Strong, New York.: 
Vv. LD. DuBoce, Ca ifornia. 
William ~. Dows, lowa. 
Joseph F. Armfield, North Carolina. 
tugh D, Wise, New York. 
A. A. Wiley, Alabama. 
Hi. W. Hubbell, New York. 
W. A, Holbrook, Wisconsin. 
Ss. W. Miller, Pennsylvania. 
Charles H, Muir, Michigan, 

TO BE CAPTAINS: 

Robert Sewell, New Jersey. 
L. M. Goldsborough, New York. 
at F. Austin, New York. 

J. Kendrick, Georgia. 
Clande E. Sawyer, South Carolina. 
Neel Gaines, eee... 
George -D. Lee, Ken 
Henry Wolcott, ithode sland. 
Arthur C. Rogers, Ohio. 
William L. Murphy, Iowa. 
Luther 8. mags 2 at large 
Harry Walsh, District of Columbia. 
William H. Collier, Kentucky. 
William D. Bell, New York, 

TO BE 18ST LIEUTENANTS. 

H. H. Piteairn, Pennsylvania. 
Hal Sayre, Colorado. 
Silas J. McCaughrin, South Carolina. 
Fred Mobley, uth Carolina. 
Lewis A. Griffith, South Carolina. 
CjJarence 8. Nettles, South Carolina. 
John i Gallagher, Kentucky. 
Fred L. Wilson, Kentucky, 
a Bishop, Kentucky. 
Fred T, Austin, Massac usettes. 
William Pg a ee 


Mon 

Frank & Hopkins” Rhode. ‘Tsthind. 
James H. Shallenberger, Ohio. * 
Richard K. Gravens, Indien “Bescitory. 
Albert M. Petite, lowa. 
Milosh R. Hilgard, Illinofs. 
«., 8S, Wood, at large. 
William J. Watson, Kansas. 
Vernon L, Everett, Kansas. 
Clyde B: rker, Kansas. 
T. B. Selgie,” North Carolina. 

TO BE 2D LIEUTENANTS. 
Wiliam BR. Ee New York. 
wie McKinley, Illinois. 
kdw --® Macket, Jr.. New York. 
Fred y. Bugbee, Arizona. 
Arthur R. Jones, Illinois. 
Charles Raymond Wood, Indiana. 
Carlos W. Pierce, Vermont. 
Charles H. Morrow, Kentucky. 
Walter L. Slack, Kentucky. 
William A. Haycraft, Kentucky. 
Lewis W, Dillon; Kentucky. 
Charles L. Lapham, District of Colvinbia. 
Richard B. Kavanagh, at large. 
Lawrence I. Butler, at large. 
W, 0. Thornton, Georgia. 
Gorden Johnsen, New York, 
William ai Harrison, at large. 
Burton. J itchell, Kansas, 
Howard. M oontz, Kansas. 
Robert B. Mitchell, Kansas. 
Arthur J..Gadden, Kansas. 
Fred W. Mulls, Jr., at large. 
Edmund..T. Paterson, at large. 


August 22, 1898. 
TO BE LIEUTENANT COLONELS. 
W. S. Scott, Capt. Ist Cav., vice Bigelow, declined. 


TO BE CAPTAINS. 


George W. Green, Tennessee. 

John L.. Jordan, Tennessee. 

W. J. Whitthorne, Tennessee. 

Elmer 0. Worrick, Oregon. 

Geor De G. Catlin, New York. 7 
John. McClintock, New York. P 
Walter B. Elliott, Missouri. ; 
W. J. Kendricks, Georgia. 

Frank 8S. Long, lowa. 

Joseph W. Glidden, Maine. 


TO BE 18ST LIEUTENANTS. 


RK. Mellnmard, New York. 
Ha A. Ely, New Jersey. 
Frank 8. Krebbs, Missouri. 
Rewast McGowan, Mississippi. 
R. Standford, West Virginia. 
wittam T. Bishop, New Jersey. 
Arthur Poilion, New York. 
William A. Covin ton, Tennessee. 
Grant A. Trent, Tennessee. 
Andrew K. Brown, An agg 
Frank Maloney, Tenness 
Thaddeus ‘B. Seigie, North | c ‘arolina, 


TO BE an LIEFUTENANTS. 
Gideon 7 Williams, Tennessee. 
William A. Austin, Obio. u 
Bruce N. Judd, Ohio. hd 
Lathan J. Shelton, Nebraska. cd 
R. Kouta P._ Weber ae > ‘ 
New York 


ean, New, York. 


fe Thoraten Georgia. 


Nebrask 
= teilawtan ree daitional pepegeaes to the Volunteer 
regiments were announced Aug. 
e m Oregon—To be ist eetemmat of Volunteers: James 
Case, late Captain, 2d Oregon, to 45th Inf, This appoint- 
mont completes the quota for Oregon, 


ARMY’. AND NAVY JOURNAL. 


From New Je — Capteing of Volunteers: Edmund 
Dubois, late Major, ah New 5 ersey, to 42d Inf.; Jacob e. 
late Captain, 4th New Jersey, I 47th Inf. T 


Volunt , pote Cap. 
ist Lieutenants of cone cera: nf.} Theodore | iser, i. ke 


tain, 4th New Jerse; 0 46t 
, to 42d Inf. mate, 
Captain, 1st. New  - e. ° nf.; A+ oy. ro eae 
‘Lorenzo D. me us 


Captain, 4th New. Jersey, to “ha Inf, ; 

late Captain, 4th New Jersey, to 47th ine? 

late Captain, 3d New Jersey, to 47th _ ‘To be 2d Liew 
ants of ¥ Volunteers: ‘Ha ‘Swann, ia’ te 2d Lieutenant, 4th 
New Jersey, to 43d Inf. The above file the quota, from the 
State of New Jerse a. 

From Arkansas— be Captain of Volunteers: Charles M. 
\ ing, late Major, 2d Arkansas, to 40th Inf, To be Ist Lieu- 
tenant of Volunteers: Linn Turley, late Ist Lieutenant, 2d 
Arkansas, to 39th Inf. To be 2d Lieutenant of Volunteers: 
Walter C. Hudson, late 24 Lieutenant, Ist Arkansas, to 38th 
Inf.; John M. Kelso, Jr., late Lieutenant, lst Arkansas, to 
40th Inf. This fills the quota from Arkansas. 

From Michigan—To be Captains of Volunteers: William 









G. Fleischauer, late Captain, Co.-L, 35th Michigan, to 38th 
Inf.: William 'B. Kalmback, Jate Major, 32d 32d ichigan, to 
0th Inf.; M. F. Simpson, late Captain, 35th Michigan, to 
45th Inf.; Duncan Henderson, late Ca tain, 31st Michigan, 
to 42d Inf. To be Ist Lieutenants of olunteers: Gop & 

White, late Ist Lieutenant, 35th Michigan, to 42d Inf.; Ww. 
Cowley, late Captain, 33d Michigan, to 38th Inf. ; Robert 8. 
Welch, late Captain, 34th Michigan, to 30th Inf.; 'F. M. Mor- 
rison, late Captain, 32d a ~ to 45th Inf. To be 2d 
Lieutenants of Volunteers: . Taylor, late Lieutenant, 


Ro 
35th Michigan, to 45th Inf.; eed Bury, late private, 3ist 
Michigan, to 38th Inf.; George L. Thomas, late Lieutenant, 
23th Michigan, to 44th Inf.; Arthur W. Orton, late Lieuten- 
ant, Sth U. S. Vol, Inf., to 39th Inf.. The above fills the 
quota from the State of Michigan. 

From Tennessee—To be Captain of ea: 
Wadsworth, late Captain, 6th U. 8. Vol. Inf., to 41st Inf. 
To be 2d Lieutenant of Volunteers: Ber amin L. Towson, 
late 6th U. S. Vol. Inf., to 41st Inf. These complete the 
quota from the State of Tennessee. 

From Massachusetts—To be Captain of Volunteers: Linn- 
wood E. Hanson, late Captain, 5th Massachusetts, to 43d 
Inf. To be Ist Lieutenants of Volunteers: Charlies F. Won- 
son, late Quartermaster, 8th Massachusetts, to 46th Inf.; 
Michael EB. Morris, late Captain, 9th Massachusetts, to 43d 
inf.; Harry T. Gray, late Ist Lieutenant, 24 Massachusetts, 
to 47th Inf.; Fred W. Stopford, late Captain, 8th Massa- 
chusetts, to ‘42d Inf.; Fran Packard, late Ist Lieutenant, 
Ist Massachusetts Heavy Art., to 46th Inf. To be 2d Lieu- 
tenants of Volunteers: Edward D. Powers, Corporal, Ist 
Massachusetts Heavy Art., to 46th Inf.; Henry E. Thayer, 
late Lieutenant, 6th Massachusetts, to 46th Inf. 

From Georgia—To be Captain of Volunteers: J. 8. Powell, 
late Captain, Co. C, 3d Georgia, to 38th Inf. To be Ist Lieu- 
tenants of Volunteers: John H. Boston, late Ist Lieutenant, 
Co. D, 2d Georgia, to 41st Inf.; Harry ©. McCool, late 1st 
Lieutenant, 3d U. 8. Vol. Inf., ‘to 42d Inf.; H. J. Stewart, 
late Captain, Co. 'D, 34 Georgia, to 43d Inf. To be 2d Lieu- 
tenants of Volunteers: Troup Whitehead, late Ist Lieuten- 
ant, Co. 3d Georgia, to 46th Inf.; Paul W. Harrison, late 
2d Lieutenant, Co. H, 3d Georgia, to 47th Inf. These com- 
plete the quota of Coore. 

From Minnesota—To be Captains of Volunteers: Albert 
Steinhauser, late Captain, Co. A, 12th Minnesota, to 45th 
Inf.; Eugene (. Montford, late Captain, Co. H, 14th Minne- 
sota, to 45th Inf. To be ist Lieutenants of Volunteers: Per- 
rin 8. Smith, late Ist Lieutenant, Co. B, 12th Minnesota, to 
39th Inf.; Alexander B. Coxe, late Quartermaster, 14th Min- 
nesota, to 39th Inf.; William A. Edwards, late ist Lieuten- 
ant, Co, I, 15th Minnesota, to 45th Inf. To be 2d Lieuten 


Charles W 


ant of Volunteers: Charles E. N. Howard, to 45th Inf. 

From lowa—To be Captains of Volunteers: James ©. 
France, late Ist Lieutenant, 50th Iowa, to 40th Inf.; R. A. 
Nichols, late Ist Lieutenant, 40th “Iowa, to 38th Inf.; W. B 
Humphrey, late Colonel, 52d lowa, to 30th Inf. To be ist 
Lieutenants of Volunteers: Williard M. Flynn, late Oap- 
tain, 49th Lowa, to 45th Inf.; E. A. Kreger, late Captain, 
‘2d Lowa, to 398th Inf. To be 2d Lieutenant of Volunteers: 
Fred P: Woodruff, late’ ist Sergeant, Co. D, 5ist.lowa, to 
30th Inf. These complete the quota of Lowa. 


R & ; --_—_e-eooo " " 
TRANSPORT SHIPS OF THE UNITED STATES ARMY. 


ATHENIAN. At Seattle. 
AZTEC. At San Francisco, Cal. 
BELGIAN KING. To sail from San Francisco, Sept. 15. 
BUFORD. At New York. 
KURNSIDE. At Havana. 
CITY OF PARA. At Manila. 
CENTENNIAL. At San Francisco, 
CROOK. At New York. 
CITY OF SYDNEY. At San Francisco, Cal. 
CITY OF PUEBLA. At San Francisco. 
COLUMBIA. To sail from San Francisco, Sept. 1. 
CONEMAUGH. At Manila. 
CHARLES NELSON. At San Francisco. 
GARRONE. At Seattle. 
GRANT. Sailed July 30, Manila to San Francisco. 
HANCOCK. At San Francisco. 
HOOKER. At Manila. 
INDIANA. Sailed Aug. 1, San Francisco to Manila. 
INGALLS. At Havana. 
KILPATRICK. At New York. 
5 EELANAW. At San Francisco. 
OGAN. At New York. 
Monga CITY. Sailed Aug. 10, San Francisco to Manila. 
LELLAN. At New York. 
Mr HERSON, At Santiago. 
MBADE. At New York. 
NEWPORT. At Manila. 
OHIO. Sailed July 27, San Francisco to Manila. 
PENNSYLVANIA. At Manila. 
PORT ALBERT. At Tacoma. 
REDGWICK. At New York. 
SENATOR. Sailed Aug. 18, San Francisco to Manila. 
SHERIDAN. Salled Aug. 10, Manila to San Francisco. 
SHBRMAN. Sailed July 26, Manila to San Francisco. 
SIAM. Bn route, San Francisco to Manila. 
ST. PAUL. At Seattle, Wash. 
TACOMA, At San Francisco. 
TARTAR. At Manila. , 


TERRY. At Havana. 
THOMAS. At Philadelphia. 


WARREN. At San Francisco. 
VALENCIA. Sailed Aug. 23, Manila to San Francisco. 
VICTORIA. At Tacoma. 


WYEFIELD. Saliled July 4. San Francisco to Manila. 
ZEALANDIA. Sailed Aug. 23, Manila to San Francisco. 





HOSPITAL SHIPS. 


MISSOURI. At New York. 
RELIEF. At San Franc 
AIDE. At New York. 


ALASKA SUPPLIES LOST. 
General Shafter has forwarded a despatch to Wash- 





ington from Seattle, which says that the freight per 
steamer Jeannie in transit on barges to Yukon River 
posts, was wrecked off St. Michaels, Alea, on the 30th 


of July, and ‘that the major part of the freight was 


mee. The Fort Seattle despatch said that_it would be 


ble to replace the loss of freight for Fort Egbert 
ta s season, its location bei 
to secure the live stock against possible shortage during 
the winter provisions were forwarded from the Alaska 
Commercial Company. The situation is such that it is 
preferable to have the damaged supplies for Fort 
age this season. ey will 


on pensions, be stored for aie winter and sent forward 
the of yn mn. It is ome that the 
Fort McG freight is entirely lost. The Quarter- 
master’s agent asks that immediate seta Oe be taken to 
resupply to Fort McGibbon the stores lost in transit. 


The beef cattle for all posts has been saved. General, 
Shafter, in aera the above information to the War 
: uartermaster and Chief Coan 
oT Destotwen of ¢ the Columbia, has been directed to 
pl Moa, the stores imperatively needed for immediate 
Rowest 3 and Capt. Robinson ditected to ship them by 
e 


above the Yukon flats, but 


o as far up that river 


124?) 


AUG. 4 


periliara. i ¥., upon alee fee 


o. bh eet 


nf ea 


sdelphia 
5S. Sait t Assistant 


2d Lieut. John P. Hasson, 35th Inf., to Vancouver pa 
. McKelvey, 11th Cav., to Colum! 
Lieut. Col. William 8. Scott, 44th Inf., to Fort Leaven- 


worth, 

The leave granted Ist Lieut, Edward A, Shuttle worth, 
l1ith Inf., extended one month. 

Lieut. Albert P. Morrow, 334 Int., paving tendered his 
jon is honorably disch harged f he Volunteer 


Arm 

2d. Lieut. Paul D. Srocnien, ae , 4. to the 2ist Inf. 

lst Lieut. Mervyn C. to New York . 
and in unction with oa leat, Paul Ib. ree 2ist 
will ome ntend loa of Sims-Dud 
cessories and ammunition, on steamer eF tree. 
portation to Manila. The officers named will then reper to 

evies fsetaes, Forte and Anarem, Lg of in- 

specting organization and materia note PE 
and howitzer batteries used in —e ey Africa and 


Madagascar, Java, Borneo and Suma i 
similar to those of service in the Pliny and proceed 
thence to Suez, there embark on hospital ship Missourt for 
anila. 
2d Lieut. Theodore Levack, 44th Inf, to Fort Leaven- 


worth. 
2d Lieut. Fred W. Mills, Jr., 43d Inf., to Fort Bthan 
Allen. 


A. A. Surg. O'Dillion B. Weed, Fort Wayne. 


A. A. Surg. Wm. F. Bernart, Army and Navy General, 
hospital, Hot Springs. 
Capt. John H. Dunn, 28th Inf., to Camp Meade. 


G. O, 155, H. Q. A., directs the trom duty h 
tions of troops : Troop’ G, 6th Cav., from duty . the De Depart 
ment of Missouri and will proceed with its 
partment of California for station at the preside 


G. O. 156, H. . A., establishes rules and provides for7the 
quaatneties of candidates for appointment as 2d Lieuts, in 
rmy. 








HEADQUARTERS OF VOLUNTEER REGIMENTS. 


lith Cavalry—Manila. 
ma. Infantry—En route to San Francisco, to proceed to 

anila. 

27th Infantry—Ordered to Presidio, San Francisco. 

28th infantry—Camp Meade, Middietown, Pa. 

20th Infantry—Fort McPherson, Ga, 

30th Infantry—Fort Sheridan, [)l. 

31st Infantry—Ordered to Presidio, San Francisco. 

32d infantry—Fort Leavenworth, Kan. 

33d infantry—Fort Sam Houston, ‘Texas. 

34th Infantry—Ordered to Presidio, San Francisco, 

35th Infantry—Vancouver Barracks, Wash. 

36th Infantry—Manila. 

837th Infantry—Manila. 

38th Infantry—Jefferson Barracks, Mo. 

89th Infantry—Fort Crook, Neb. 

40th Infantry—fFort Riley, ~ 4 

4ist ne Oy, Meade, Pa. 

42d Infantry—Fort Niag N. 

43d Infantry—Fort Pthen llen Te. 

44th Infantry—Fort Leavenworth, Kan. 

“_ = het “> . Mt 
th Infantry—South Fra 

47th Infantr} Camp ‘arap 'M: am, are. 

Porto Rican ttalion—San Juan, P. R. 





PLATTSBURG BARRACKS.” 


Governor Roosevelt, of New York, reviewed the 26th’ 
Inf. at Plattsburg Barracks Aug. 21. | General. Merritt 
accompanied Governor Roosevelt from the hotel tothe 
barracks, anda salute was fired in their honor as the ¢ar- 
riage entered the Government reservation. .he regiment 
was first inspected by -Governor. Roosevelt. and then 
marched before him. The soldiers were cad in a khaki 
uniform, and did remarkably well for recruits. an 
address to soldiers the Governor said : 
ao soldier is the.standard of excellence the world 
over, and as you approach that American sol- 
dier in efficiency yon arnoroach the true 
fore, if.you should be so fortunate as to be men the fg 
a Regular Regiment in battle, see to it ar oh en 
is over and your ranks are thinned by bullets 
to drink from the same canteen with. the oaaioe pecs hy 
You are going out to fight for the flag of your country. 
Go with the assurance that you uave the near 
of those you leave behind.. The post of danger 
of honor. If you haven’t made up your mind to 

I don’t care how brave you are the est te You eet 
had better stay behind. - 
into a battle, you will be a little scared, and you | will be a 
- sick to cart stomach. seat, ap chat you ou don’t 
appoi it were possi w 
down Mh eaalt and show the people of "Rew Yo 
how fine a regiment can be raised, equipped t 
to such a st: of perfection in drill as you a 
attained in thirty days. I bid you good-by, and ‘and God bless 
you. 


General Guy V. Henry also addressed the regiment, 





WHY NOT? 


To the. Editor of the Army and Navy Journal, 

From Washington comes the suggestion that, if a force 
were to start from Lingayen Bay (Island of Luzon) and 
move south while at the same time another force from 
the south moved towards the bay, the railroad from 
Manila to Dagupan would probably be in our possensies 
in a short time, thus dividing the eens. CaN 

we as they are now divided north and so’ 

course, but can any one with common ~ or any 

other kind of sense, explain why our forces did not. 
ago take Dagupan, the northern terminus ~ es rail 

Even nting we had not force enou re wt 
there ile our troops were fighting chnewhere, 1 = 
holding of that important point would have been 
stant menace to the insurgents, and as a base for our 
tions east, West and south, its yalue is berend computa 
tion. Tt seems to an “outsider” that the 
te hold that place could well have — spared, and | 
wonder is it was not sent 


long ago. 
the Navy this force could oy, = f. » ‘Dagupan, 
would have had in our tao 
gic value, It is hoped it oa, bee ‘ure 
freshing to see its capture advocated at last, 


ington. It must be we now a live 
tary of War, with good soldierly inetinota, 










Robert. Stewart Webb, who 
fret. Conn., was a son of the late 


Webb and bp tee elder yg = he 
en. Ip 
State of F pu "rare, 


nister to the iad ta rey He was a distinguished 
ing the Civil War. 
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BRITISH NAVAL MANEUVERS. 

In the British naval maneuvers the victory rested with 
the squadron of defence. The object Sir Compton Dom- 
ville had in yiew was to secure the safe transit to a 
British port of a convoy on its way from Nova Scotia 
to Milford Haven, and this he has been able to accom- 
plish. The danger was lest a fleet of the enemy, inferior 
ifi numbers but superior in speed, should be able to find 
the convoy and capture it before its friends could come 
to its assistance. Both in distance and speed the ad- 
vantage was with the “A” or enemy's fleet. But in 
addition to this when war was declared at 10 a, m. on 
Saturday, Aug. 5, the “A” fleet was at liberty to put 
to sea, whereas the ““B” fleet was held back until 5 a. m. 
on Sunday, so that the enemy had a start of 19 hours. 
Everything depended then, if success was to crown the 
efforts of Sir Harry Rawson, ae his cruisers promptly 
discovering the whereabouts of the convoy, but an im- 
penetrable fog that prevailed off and on for forty hours 
between Saturday evening and Tuesday evening, baf- 
fled all of their endeavors. As a consequence some of 
the most interesting elements which were expected in the 
contest were omitted. The Admiralty was highly de- 
lighted at the result of the trials of wireless telegraphy 
in. the course of the maneuvers. All who witnessed them 
are satisfied of the enormous value of the invention. 
Signor Marconi, in London, as the guest of Mr. Go- 
schen, says that the invention is to be adopted bythe 
British navy. In every way it appcere to have answered 
the expectations of the naval authorities, and this 
although the installations were only of a rough _and 
ready-made character. It is believed that it furnishes 
an invaluable means of extending the range of signal- 
ing. The “A” or attacking fleet was not supplied with 
it which may be another cause for its failure. 


-— 


“BOILED EGGS” IN SPANISH. 


The most amusing sights grow out of the attempts of 
the numerous Americans who drop into San Juan to navi- 
gate among the native Porto Ricans. As I went into the 
‘breakfast room of the hotel, a loud-voiced American was 
vociferating wildly, while a crowd gathered round him. 
As I approached he shook both fists at the crowd and 
yelled “Boiled eggs!” If he had said “eggs” merely, 
somebody might have understood. The “boiled eggs,” 
spoken as one word, floored everybody, and I sat down at 
a distance to take’im the scene. He cursed ‘them un hill 
and down as a pack of jackasses, and besought them to 
tell him where they had gone to school. “Kool, l, 
yes!” cried the head waiter, “I know kool,” and imme- 
diately brought a plate of cracked ice. The American 
exploded, but I stepped in and straightened him out. 
listened to his tale, the usual story of the stupidity of the 
heathenish people and his utter failure to drive any sense 
into their heads.—Hon. John Stephens Durham, in the 
New Lippincott for September. 
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FORT BLISS, TEX. 
Fort Bliss, Tex., Aug. 17, 1899. 

Mrs. Thomas Franklin, wife of Lieut. Franklin, 23d 
Inf., who has been spending several months in Manila, is 
expected to arrive in El Paso next week, to visit her 
parents, Mr. and Mrs. J. A. Smith. 

Quite a number of sailors from the U. 8S. steamship 
Concord passed through El Paso last Saturday en route 
to Washington. 

Mrs. E. E. Neff, of El Paso, sister of Maj. Edmond 
G. Fechit, U. S. A., retired, who has been seriously ill 
for several months past, in the Hotel Dien, was re- 
moved to her home, on Texas street, Aug. 11, and is 
convalescing slowly. Mrs. William J. Glasgow, wife 
of Lieut. W. J. Glasgow, 2d Cav., returned to her par- 
ents’ home, in El Paso, after a pleasant visit to the 
mountains in New Mexico. 4 

Mr. Frederick Ruckman, of El Paso, formerly a_pri- 
yate in the 3d Texas Volunteers, was run over by a 
freight train, and killed, on Ang. 10. 

Miss Clara Hague, of El Paso, left last week for 
Fort Reno, Okla., to visit her brother-in-law and sister, 
Lieut. and Mrs. Thomas M. Corcoran. 
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A VOLUNTEER REGULAR. 
To the Editor ef the Army and Navy Journal. 

“Next consider the Volunteer Regular:” This heads a 
paragraph in an article in last week's issue (Aug. 19) of 
the Army and Navy Journal, which is so full of inac- 
curacies that it should not be-allowed to go uncorrected. 
As it is unsigned, though plainly evident to any regular 
reader of the Journal to be a communication, it is sup- 
posed to have the authority of any article in your paper, 
so I feel that I have the right to say a few words in re- 
gard to the “Volunteer Regular.” 

In the first place, he enlisted for three years, but under 
General Orders No. 40, which were promulgated May 14, 
1898 (I think that is the date), and which were not re- 
voked until nearly October of the same year. Under this 
order, which many officers and civilians consider a grave 
mistake, no man, whether enlisting or re-enlisting, could 
escape from its provisions. It applied to all men, and 
gave them, not the privilege, but the right, by the terms 
of their enlistment, to their discharge at the end of the 
war. This was never questioned by any one in authority. 

That these men were not all “feather bed soldiers” is 
proven by the fact that more than a thousand men, if not 
a great many more, participated in the Santiago cam- 
paign with organizations of the Regular Army. Surely 
they were able to do their duty by the example set them 
by their comrades who had been in tae Army for longer 
periods, but no one will accuse the two hundred “rook- 
ies” in the 16th U. 8S. Inf. of cowardice? 

While it is true that these men uid become restless, and 
tried to obtain their discharges, did the fault lie with 
them, or did it lie in the fact of the condition of their en- 
listment? <A soldier is particularly liable from habit to 





August 26, 1899. 


acquire a predeliction for a strictness in contracts and in 
the ways of life, so it is scarcely his fault if he desired the 
Government to live up to its contract, which wes not the 
result of a “popular clamor,” but the offer of a Secretary 
of War who had no idea of the effectiveness nor the cosi- 
liness and inexpediency of such a moye. We ve no 
more such in the Army to-day, but they were a brave se 
of men, and are nearly all the “regular Regulars” whic 
your correspondent loves so much. The bait used for the 
fishes caught many, but it was poor bait, and_the results 
were poor. VOLUNTEER REGULAR. 

The communication to which our correspondent refers, 
was written by an enlisted man of the Regular Army, 
and the fact should have been noted. We published 
it because it called attention to the fact, also noted 
our indignant correspondent (who fails to show any 
inaccuracies in it), that to secure an etticient army it is 
necessary to have more permanent tenure of service. No 
permanent result can be obtained with men who enlist to 
do a little fighting and then go home. If General Otis 
had had a regular force under him he might have been 
able to hold some of the territory wrested from the rebels 
by hard fighting. But what could he do with men whose 
term of service had expired, and who were looking long 
ingly over their shoulders watching for the transports 
that were to take them home? Nothing that can be said 
in praise of the patriotic services of such men offers any 
excuse for the vicious system which forces us to depend 
upon them in the crisis of war. It is not individual cour 
age that accomplishes permanent results; it is the system 
and discipline which bind the individual units into an 
effective whole. The difference between the sands of the 
shore, shifting with every gale, and the rock-ribbed coast 
is in this element of cohesion which constitutes the essen- 
tial factors in an army organization. 





OBEDIENCE TO ORDERS. 
Chicago, August 21, 1899. 
lo the Editor of the Army and Navy Journal: 

I have read with much interest a letter purporting to 
have been written by a “high Regular Army officer sta 
tioned at Iloilo,” page 1,207, No. 50. I can state that 
every word given in your issue is true, Your comment at 
the close, viz., “This suggests the question whethe: 
obedience to orders, without discussion, is something wn- 
usual in the experience of an officer of our Army,” is 
more of a sneer than a criticism of the letter. All good 
officers obey implicitly any order he receives from his 
superior officer. But it is disgraceful that a superior of- 
ficer should so snub his old officers, his superiors in ser\ 
ice ax to time, and his equal as to ability, and be sus 
tained by the War Department. 

J. C. WAINWRIGHT. 
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A STORY OF ARMY LIFE. 

In the “Overland Monthly” W. A. Tenney has some 
reminiscences of the city of Dalles, in which he has 
a picture of the old guard house which still stands at 
the Dalles with the hole in it left by an escaping pris- 


oner. He says: > 

“Early one morning the soldiers with muskets were 
seen scurrying in all directions among the hills, behind 
the rocks, through the brush, into every public and 
private resort, in search of a murderer under sentence 
of death who had escaped from the guard house. While 
all the men were at breakfast except the solitary sen- 
tinel marching in front, the prisoner succeeded in re- 
moving a few stones from the back wall of his apart- 
ment, and, unseen, changed quarters. The whole town 
and country about were ransacked in vain. One of the 
loudest .in his condemnation of the act of the villian 
and in the expression of his surprise about the mystery 
of the disappearance was the town tailor, as he sat cross- 
legged on a big dry goods box for a table. The tailor 
had served his time in the Ar and had been honorably 
discharged. He could swear how mean it was for a 
soldier to act the coward and run when he knew he de- 
served to die. The joke was too to keep. Some 
weeks after the episode occurred the old tailor let_out 
the secret that the renegade, for three days, was lodged 
in the dry goods box on which the tailor made his seat, 
and when all was quiet friendly hands furnished means 
by which the free man could, by night, float down the 
river to some spot where no officer would look for him. 
The old guard house yet stands with the hole in the back 
wall as the escaped murderer left it. The oldest house 
now standing in the town by the big spring at that early 
day sheltered the sergeant, who raised vegetables for the 
officers and was not ignorant of what was done under 
the tailor’s seat.” ; . 

No doubt some of our older officers will recall the in- 
cident which is thue described by Mr. Tenney in his arti- 
ele in the “Overland,” “From Savagery to Civilization.” 


HOW SOLDIERS PRAY. 


In an article on soldiers’ prayers in 
“Times Herald” H. J. Cleveland says: 

“It was the sneering comment of British Generals in 
the early days of the Revolutionary War that the 
American soldiers prayed before battle. The instances 
were numerous during the Civil War, where both Con- 
federate and Union forces were halted before the strife 
for an invocation. Thomas, like Jackson, rode with his 
Bible. In the frontier land the ‘praying’ man was more 
feared as a fighter, when necessity demanded fight, than 
was the so-called ‘bad’ man. One of Sibley’s Captains 
in that famous 1863 pursuit after the Sioux always sent 
his men into battle with the injunction: 

“*Pray and fight.’ 

“This story came out during the Rough Riders’ re- 
union at Las Vegas. One of the regiment, an Indian 
Territory man, was slightly wounded at Las Guasimas. 
On his way to the rear he was wounded again, and came 
to the sheltering bluff of a creek feeling that death was 
near at hand. Try as he would, his strength was not 
sufficient to carry him under the lee of the bluff. To 


-_ where he was, seemed at that moment an impossi- 
bility. In his struggles and endeavor to get over the 





the Cleveland 


bank t came to him a dim recollection of something 
that been taught him when he was a boy— 

“‘God bless me and help me to do right. God make 
me a good boy. keep me——’ 

“A loosened bit of earth gave way, and down the 
bank into safety he went. He lay on his back there, his 
feet in the water of the stream, his e fixed on the face 
of his Adjutant, who, through fright, had deserted his 
post and hidden. The trooper appreciated the situation, 
for his Pye y ended: 

“*And kill that blasted maverick now!’ 

“One of the Chicago Red Cross nurses sent to Siboney 
had in charge a Nebraska boy, who was wounded under 
the colors of the 4th Inf. One afternoon, when he was 
convalescent, he was describi to her his sensations 
when first under fire. She asked him: 

“*Did you feel like praying?’ 

“His answer was: 

“‘I prayed for five minutes after the firing com- 
eieneelll 

“Much interested, the nurse asked him the nature of 
his prayer. He replied with a ean: 

“*All that I could say was “Oh, rd, Oh, Lord,” over 
and over again, but I guess He understood it, for it was 
meant for prayer.” 

It is told of a hunter chased by a grizzly bear that in 
his extremity he sought comfort in prayer, but the only 
petition he could remember was “Now I lay me down 
to sleep,” etc., which appropriate prayer he recited with 
great unction when he found the grizzly closing in on 
him. From this it would appear that others are as 
eccentric in their prayers as soldiers. The three fisher- 
men in a sinking boat took up a collection as it was 
necessary “to do something religious” and not one of 
them was able to pray or sing. 


SOLDIER'S PICTURE OF LUZON. 
(From the Kansas City (Mo.) Journal.) 

Here is a bit of description from Corpl. Alexander 
Hunt, a Wilson County boy, with the 20th Kansas: 

“Last evening I went over to the Luneta to a band 
concert given by the 22d Band. It was very good. 
There were the natives (the well to do) in fine turnouts 
with fine little horses, the ladies dressed in pina cloth 
of very bright color and the gentlemen in white. Bvery- 
body dresses in white here. You can imagine what a 
fine picture it makes under the electric lights. The Hng- 
lish were there in swell carriages. Our American of- 
ficers, naval and infantry, with their wives and daugh- 
ters, make a pestis sight, with the black coachmen, in. 
red and gold livery. “he Spanish senoritas, dressed in 
black and with black hair and eyes and beautiful olive 
complexions, made a striking contrast with the Ameri- 
can ladies dressed in white, with pink cheeks. The rich 
Chinese ladies were there, too, dressed in native attire, 
with—well, I will call them trousers, and a kind of a 
shirt that they had forgotten to tuck in. They were 
not what I would call pretty. The Japs were present, 
and are very pretty. Some French ladies added c.lor to 
the white-dressed crowd. Tiring of the crowd, you could 
take a chair down on the beach and watch tne rollers’ 
come in, or look at the big battleships throwing their 
long, slim beams of light over the waters, or the great 
transports upon one of which you hoped soon to be home- 
ward bound. The breeze is fine on the Luneta, and it is 
the chief attraction here, but about 8 o’clock the crowd 
disperses, as everything is closed by 8:30 on account of 
the revolt.” 





STAND BY THD FLAG. 
(From the Nashville (Tenn.) American.) 

There should be no more temporizing with those who 
are firing upon our soldiers from the rear while they are 
so heroically battling with the Tagals in the front, As 
long ae the struggle is in progress he who ie not for us 
is against us. There can be no middle ground, What- 
ever men may think as to the final disposition of the 
Philippines, this is not the time to settle that question. 
As long as American soldiers are be butchered by a 
half-savage foe, it is the duty of every American to stand 
loyally by the flag of his country. Those who are not 
wiling to give it full allegiance, under existing circum- 
stances, are not worthy to enjoy the benefits vouchsafed 
to those who live under it. 

In no country under the sun would such a spectacle 
as we see to-day in America be presented. Britons dep- 
recate war with Kruger, but the first gun fired in Sou 
Africa will echo the sentiments of the whole prone of 
the United Kingdom. Had Marchand’s expedition down 
the Nile been assailed by British arms, every French- 
man worthy of the name would have jumped to the de 
fence of the tricolor. Strike a Muscovite in China or 
shoot one of Emperor William’s subjects anywhere on 
the globe, and there would be no division of sentiment 
among those at home. They would cry out for venge- 
ance, 5 

No American can afford to do less and expect to en- 
joy the respect of his countrymen. 


TORPEDO DBSTROYERS. 

Speaking of destroyers the “HKngineer” says: 

“In a run from Havre to Cherbourg the French de- 
stroyer Hallebarde made a mean speed of 25 knots. As 
has often been stated in this column, the French are not 
seeking excessive speed for their destroyers, their idea 
being rather to obtain strength of machinery, and a oer- 
tain moderately high speed. They base their plans on 
the theory that British destroyers are exceedingly fra- 
gile and bound to break down at high epeeds, a cardinal 
axiom of belief in France, where British newspaper 
yarns are taken as gospel. 

“Actually, and as a matter of fact, only a small per- 
centage of ‘breakdowns’ as reported really occur, and of 
these again only a small fraction can be put down to the 
price of high speed. The chief and greatest trouble with 
destroyers is that, intended ae they are for high speeds, 
they cannot maneuver at low ones; the anxious time for 
everybody is not when a boat is doing 26 knots, but 
when she is doing seven or eight. At no speed under 
10 knots can a destroyer be relied upon to answer het 
helm, and at a lesser rate she stands to bang into some- 
thing in a crowded fairway. If she collides she crumples 
up a bit and has to be repaired, and the matter usually 
finds its way into the newspapers as an engine-room 
bneakdown. In the case of any boat whose crew are 
used to her, anything seriously wrong with the machinery 
is the rarest of defects, and were the boats built for 
lesser speeds it is exceedingly doubtful whether they 
would better existing models to any degree. And just 
us speed is not the first necessity to a battleship, so it. 
is the sole hecessity to a destroyer, 

“There is a strong. feeling in our instructional boats 
that too few torpedo tubes ate carried: There are only 
two, and naval opinion says there should be four now 
that the ‘destroyer’ part of their role is recognised ae 
nominal rather than actual.” 
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of Lieot. Dwight B’ Aultman, 2d A 

CLENDENIN.—At “The Snug Harbor,” 


. 8. A, Maj. andGurg., U. 8. V., a son. 


SCHULZ.—At Sullivans Island, 8. C., Sunday, 
1899, to the wife of Lieut. Edward H. Schulz, C. E., I 


a daughter. 





is still in commission at Guam, in 
DIED. Kaiser. She is expected to 
DAVIES;—At the family homestead at Black near ‘“ived there. 


Ogdensburg, N. Y., Aug. 19, 1899, Gen. Thomas Alfred Da- 


* vies, formerly Lieutenant, Ist U.S. Inf., and 
eral of Volunteers, during the Civil War. 


Assistant. Surgeon, U. 8. A:, who resigned. 
DREW.—Killied in action near 


A I Philippine _Isl- 
ands, Aug. 18, 1899, Ist Lieut. Alfred W. brew, fen U. 8. 


Inf. 


HARDCASTLE.—At “Tongon, Md., Aug. 14, 
La Payette Hardcastle, formerly Lieutenant, 


gineers; U. 8. A., brevet Ist Lieutenant and 


for gallantry at Contreras, Churubasco and Melina del Rey, 


in the Mexican War. 
MEYLER.—At 
d. Meyler, C. E., 
SHAW. 
rn. L, Aug. 17, 1899, Frank A. Shaw, son of 
Richard Godfrey Shaw, U. 8. A., retired. 
THORN.—At Baltimore, Md., 
sistant Surgeon, U. 8. Navy. 
WARING. 
wife of Capt. J. K. Waring, 2d U. 
months and fourteen days. 
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Newark, N. J., Nicholas Meyler, beloved 
husband of Sophia M. Meyler and father of Capt. 
U. 8S. A., stationed at Los Angeles, Cal. 


-At Scarborough Beach, near Narragansett Pier, Le» 


Aug. 21, 1899, Dr. Joseph 
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8. Inf, aged 49 years, six 
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Santiago. 
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152, same page, apply here? 
lowing improper movements 


quick. 3. Mareh? 
1. About face. 2. Forward, 
Answer—No. (4) 
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H. M. W. asks: What is 
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overwork and 
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tion of the line the command 
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these commands, without the command rigat shoulder being 


unless the command right shoulder arms be given. Tactics 
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155, page 55, “Infantry Drill 


Answer—yYes. (2) Are the fol- 
in the company drills: March- 


1. To the rear. 2. Double (3) 


.. M. 
of 2d Divisi 
swer—RBalley, 
Where can I get a copy of Army Regulations, latest edition ? 
Answer—From the Army and Navy Journal; price, 


and for any violation thereof may be tried by General Court 


B. asks: (1)Where-ean I secure authorized badges 
on, 5th Corps, and 2d Division, 8th Corps? An- 


Banks & Biddle, Philadelphia, Pa. (2) 


$1.50. 


Where can I get a book on official etiquette for officers ’ 
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Answer— Yes. 
your interpretation on the fol- 


port arms. And upon comple- 
company, double time, is given. 
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supply Journal! for July and August, 1899. For matters re- 
lating to uniforms, see official orders in Army and Navy 
Journal, and matter published elséwhere in paper. ; 

E. B.—The National Salute is 21 
national flag is the same number. 
Army Regulations, 1895.) 

F. W. W.—Paymasters’ clerks are personally selected by 
Paymasters and other pay officers allowed clerks. Revenue 
Cutter cadets are appointed by the Secretary of the Treas 
ury, subject to an examination. 

F. D.—No medals have been issued so far. 
Auditor of the War Department, Washington, D. C., for re- 
enlistment, for clothing destroyed to prevent contagion and 
state your case in full with affidavit, etc. 

8S. T.—Maj. Gen. Otis served during the Civil War ag Cap 
tain and Lieutenant Colonel of the 140th New York Volun 
and received the brevets of Colonel 
General for gallantry in battle. 
the Regular Army in 1866. 
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WILLIAM R. PHILLER, Secretary. 
WILLIAM F. NORTH, Treasurer. 
THOMAS B, PROSSER, 





J. B. LIPPINCOTT COMPANY'S 
POPULAR FICTION. 


A. Trooper Galahad. ' 
By General CuaRLes Kina, U.S. A. 
12mo. Cloth, with frontispiece by 
Harry C. Epwarps. $1.00. 
“Captain Charles King is always entertain- 

ing, and his ‘A Trooper Galahad’ will be 

read with no small degree of interest. It is 

a story of the Southwest, and there are ex- 

cellent character sketches and pictures of 

life at a frontier post.’’-—St. Louis Globe- 

Democrat. 


Heart and Sword. 
A New Copyright Novel by Jory 
STRANGE WINTER. 12mo. Paper, 50 
cents; Cloth, $1.00. In Lippincott's 
Series of Select Novels for June 1899. 


“It is, rhaps, one of the best of John 
Strange Jinter’s books, fairly, carefully 
thought ouf, and showing some character 
study in the portrayal of the heroine.—Lon- 
don Telegraph. 


The Wind-Jammers. 
By T. JENKINS Hains author of 
‘*Captain Gores Courtship,” etc. 12mo 
Cloth, ornamental, $1.25. 


“Mr. T. Jenkins Hains is to be congratu- 
lated in writing a more natural and vigorous 
sea-story than any other modern American 
writer of this class of fiction.’-—New York 

orld. 


The Taming of the Jungle. 
By Dr. C. W. DoyLe. A New Edition. 
12mo. Cloth, ornamental, $1.25. 


“*The Taming of the Jungle’ is one of the 
most striking books of Indian life that we 
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‘Plain Tales from the Hills,’ and it does not 
suffer by comparison with the work that 
made Mr. Kipling famous. Indeed, if Dr. 
Doyle had been first in the fleld we venture 
to think that Mr. Kipling’s work would have 
been adjudged less good than this later 
effort.”—New York Literature. 
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Do you répfiiiie Acckg fetch on 


The Foening Post ? 


They are regular and absolutely reliable. 


ADMIRAL DEWBY AT CBYDON. 

The reporter of the “Ceyion Observer,” deseribing an 
interview. with. Admiral Dewey, says: “I Was" greatly 
surprised to hear the Admiral say that be left America 
‘eighteen months ago (November, 1897), especially for 
this Manila business.’ 

‘ Why, Admiral, that was six months before the war.’ 

‘‘Yes,.” said he, ‘but we fully expected it, and-f had 
searehed the War Office at Washington for information 
regarding the Philippines beforerleaving.’ 

“Lieut. Brumby, Admiral Dewey's Flag Lieutenant, is 


quite a remarkable man, whose real greatuess is consid- 
erably eclipsed by the greater man, Dewey. 

“Reference was made to the jeweled sword which the 
his native city, were to present 





citizens of Atlanta, Ga., 
to him on his arrival. 2 

‘‘Oh, yes,” he said, ‘but-f wish there was some sort/ 
ofa hack way in which we could get in without facing 
all this fuss ‘and feathers. I have a very old mother 
whom I am anxious to get to, and have a quiét time 
with, but it looks as though there will be precious little 
jniet for us.’ 

‘Referring to the banquet which Maj. General Hob- 
son offered to arrange in honor of the Admiral, the lat- 
ier jocularly remarked that they had to take special 
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GENERAL ABERCROMBIE’S NARROW BSCAPE. 
(From the Washington Post.) 

They were talking at. the Metropolitan Club the other 
night about the hard-fighting and hard-drinking old 
Generals of the American Army in its early days, and 
some stories of old General Abercrombie, 


went around. 
said one of |the members, * 
Genéral Abercrombie why it was that he had ‘su 


tasted water,” 
“My father,” 


natural distaste for water. 


“‘T'll tell you. of an_ incident that'll help to explain 
it,’ was the frank old Ra gh reply. ‘A good m 

Ms? ntinental Divide. 
lan In one of my saddle 
pockets T had a jug of whiskey, and in the other a jug 


Well, it was so cold that the jug of water 
Supposing it had been inside of 


ears ago I was crossing th 
t was colder than Green 


of water. 
froze up and busted. 
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A squad of recruits were being drilled at Victoria 
and among them was the notoriotgs Dublin 
Presently the order came from the inetructor to 
man to Jack growled: “D—-n 
n London, you spalpeen,” replied Jac k, 
“Pl talk to you about Dublin when we're dismissed.” 


‘Barracks, 
Jac k. 
“double.” 
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The Conduct of War, 


By Lieut.-General VON DER GOLTZ, 
Translated by Capt. JOSEPH T. DICKMAN,U.S.A. 


Full Blue Cloth. 
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The Tactics of the Future 


By FRITZ HOENIG. 
Transiated by Capt. CARL REICHMANN, U.S.A. 
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No Pleasure Party complete 


Write for eur Catalogue of Military Books. 
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without them. 
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G. F. HEUBLEIN & BRO. 
Sorz Proprietors, 
39 Broadway, New York. Hartford, Conn. 
And 20 Piccadilly, W., London, England, 














AMERICAN LINE. 
FAST EXPRESS SERVICE. 
New York—Southampton—London. 
CALLING WESTBOUND AT CHERBOURG. 


Sailing Wedne<days at ro A. M. 
St. Louis . . . august 30 | New York, . Sept. 13 
St.Paul. . .. . Sept, 6/St. Louis . . . . Sept. 2 


RED STAR LINE. 





Chicopee, 
e Mass. 


kkk 
Regulation and 
Presentation 


ARMY and NAVY 
SWORDS... 





New York—Antwerp—Paris. 
Every Wednesday at 12 noon, 
Friesland —— 2 Westernland . . . Sept 13 
Southwark F- Kensington . . Sept. 20 ‘ 
INTERNATIONAL NAVIGATION CO. 
Piers 14 ard 15 North River Office, 73 Broadway; 
307 Wainut 44 Philadelphia ; 143 La Salle’ St., Chicago; 


196 F. St., N. wy Washington, D. C.; 89 State St., Boston; 
30 Montgomery St., San Francisco. 


street, 
Sealed pro 
channel o 
jetties, 





on applceet 


C. H. SIMPSON & CO., Wheeling, W. Va | ©1745. 


constructin 
ceived here until 
then publicly opened. 


. ALLEN, Lieut. Col., 


S. ENGINEER OFFICE, 905% Hast Main 
Richmond, Va., Aug. 15, 1899.— 

sals for deepening and widening 

James River, Va., 


for repairing 
dike, ete., will be re- 
M., Sept. 14, 1899, and 
Information furnished 
to 8. H. Yonge, Asst. Engr. 





Financial Agents. 1 8 9 9; 


ADVANCFS MADE TO OFFICERS OF THF ARMY. 





Engrs. 
by 


yA PERUY & 00. Deirelte 





(THE ONLY AUTHORIZED TACTICS.) 


every sTupeNT of the DRILL REGULATIONS oo 


Should have a copy of the Specran Eprrion of the Infantry Drill, containing the 
Interpretations of the Drill. 
By Lieut. JOHN T. FRENCH, Jn., 4mm Art., U. 8. A.. Recorpger or THe Tacticat Boarp 





Price 50 Cents, bound in bristol board; bound 


zee DRILL RECULATIONS 


INFANTRY, bound in bristol board, 30c. CAVALRY, 


INFANTRY, bound in leather, - 


75c. ARTILLERY, 


in leather, $1.00. 
witHout 
INTERIRETATIONS 
bound in leather, $1.00 
Revised Edition, 
bound in leather, $1.00 
Revised Edition. 


Manual of Guard Duty. 
Approved by the War Department, and containing supplement giving latest modifications of 


Manual of Guard Dury, ordered by War 


partment, June 17, 1805. 


Bound in bristol board, 25c. ; bound in leather, 50c. 
NEw MANUAL OF ARMS 


Adapted to the SPRINGFIELD RIFLE, Caliber .45 
RIFLE, Caliber .30 


and to the MAGAZINE 


Bound in bristol board, uniform with the Drill Regulations, price 10c. 
DRILL REGULATIONS for the Hospital Corps, U. 8. Army. Cloth, 50c.; Leather, 75c. 
U. S. ARMY REGULATIONS AND ARTICLES OF WAR. Government Edition, $1.50, 





THIS BRINGS THE INFANTRY DRILL REGULATIONS DOWN TO DATE AND FURTHER CHANGE i8 
if tT COMES AT ALL 


ARMY AND WAVY JOURNAL, 


INDEFINITE FUTURE 


Our extremely low price 0 parte these indis- | 
pensable hand- oe Wd. ~ — pay 
Books sent by mail prepaid 
on receipt of price. 93-101 Nassau 


Y The criticisms on Company and Battalion Drills, 
are full of instruction. = are made by skilled ee ts of } 
tactical questions, asked b 
Army Nationa! G 


in THE 


Street, cor. Fulton, New Y rk. 
in the Army and ~y f— Jou 


ong ex 
y numerous pb .-- 4 = are accepted as authoritative in both in both thr 


HOTELS. 


HOTEL EMPIRE 


BROADWAY and 63d STREET,.N. Y. CITY. 
FIREPROOF 
NEW YORK HEADQUARTERS 
of many of the principal officers of the 
ARMY AND NAVY. 


An extensive library of choice literature 
has just been added. 


ORCHESTRAL CONCERTS EVERY EVENING. 


Within Ten Minutes of All the Principal The. 
atres and Great Department Stores. 


Write for our book, ‘‘The Empire Illustrated” 
and other particulars. 


W. JOHNSON QUINN, Propnicror. 








OLD POINT COMFORT, VA. 


THE CHAMBERLIN, 


FINEST RESORT HOTEL ON ATLANTIC COAST. 
Summer rates $3.00 day or $17.50 per week 
Winter rates $4.00 per aay and upwards. 
ALAN F. CAMPBELL, Manager. 
Headquarters : Adjoins Fort Monroe 
ARMY AND NAVY. 

Send for illustrated pamphlet. 
OLD POINT COMFORT. 





PARK AVENUE HOTEL, swore... 


American Pan ry bs m Plan 
$1.00 per day and upwards. rmy end uarters. 
FRED. A.REED, Mer. WM H. E EARLE, Proprieto-. 


GRAND HOTEL, BRoawvew YORK” 
refurnished and 


jumbed. 
img and Navy? 
tes to the service. 
wn. Ge ELAN D)D. 


So per day and upwarde Euro 












Regulation 
Army Corps & 
Badges 


Enameled on Gilded Silver or 
Solid 14 Kt. Gold. 


Presentation Swords 


INSIGNIA, BADGES, 
MEDALS, ROSETTES, 
BUTTONS, ETC. 


Made in Their Own Factory—Highest De- 
signing Talent—Strict Supervision 
of Quality and Finish. 


The Dailey, Banks & Biddle Ca, 


PHILADELPHIA. 


NORTON & CO. 


BANKERS, 
Wheeling, 





wer. We 


LOANS NEGOTIATED. Sollctted 
with Officers of the Army and Navy 





SOCOHOOLSs, 


«MONT DE CHANTAL ACADEMY, 
For Veusg Ladies. Wheeling, W. Va. 








MANSION HOUSE, Brooklyn Heights. 


Directly opposite Wall St., New York. 


Navy patronage. a "Book et. 
J. C. VAN CLEAF, Prop. 


THE PIERREPONT, 


Family and Transient Hotel. House ha bern thorough. 
ly renovated is ye 
SPECIAL RATES FOR ARMY AND NAVY 
€. E, SEAMAN, Propnitron. 





for and fou 
Select Fomily and ioc tt 2 ‘otel, wiegeet teres, pas tnage ange, light thorou, home scheol. Fall’ term begins aoth. -_ 
ney span, Gnate snd - s ee, - private bath; coolest loce- | will be advanced Sept. ist. Ag catalogue and particu! 
tion in the vicinity of rates to Army and | ‘rite the Principal, Rev. Chas. D. Kreider 


given by Army Officers. 
Linden Hall Seminary 


! A 








3 as CHASE 


for Girls, Suburb of Was 


al as Care’ HY iret Hs oe Sr 


St. \y- 8 Scheel, Austicton (near Philadelphia). 
and honest school, the Soke a sthool 

to which ble parents desire to send their poe 

Bisnor Wurraxer, Gr ds and si i 

rome | healthful. ladividwaliastrection. 











EBBITT HOUSE, 


WASHINGTON, D. 0. 
ARMY AND NAVY HEADQUARTERS. 
H. C. BURCH, Manager. 


HOTEL 8ST. GEORGE, ciark and 
Hicks Sts, BROOKLYN HEIGHTS. 


fates. ‘Capt. WM. TUMBRIDGE, Prop. |) 
ighton, Bisten intant, Nf: Open all"the 
— Te GEORGE i H. “viry, Proprietor. 
Military C By Lieut. JAMES A. MOSS, 
IN Be. ane “ane Biel Cape 
R ocky oe eh ce the fa- 


Mountains. "2.272". 


A. @. Gpaiding®& Brose... 








New 
year. 












Full . CHARLES H. STROUT, Principal, 
ACADEMY AND HOME 


Academy 7h rear j Home aoth. 
mental, om 


Thorough hing ste Se 











eaching 





+ Prin 





Connecticut, Stamferd, 


ee eee 


ec 

















NOTRE DAME OF MARYLAND. 


Col for ¥ Ww 

ok OE Regelar in ae 
Grounds. eatin 

more. Spacious Build: 


Cuarkes Suse <vaden ean 





NEW YORK. CHICAGO. 











oe & 
“Tailors and An portes. 


389 FIFTH AVENUE, “if%:* NEW YORK. 


Makers of the finest Uniforms and Leaders of Style in Civilian Dress. 


MILITARY “=Scu_, 
UNIFORMS ann ~ 
~snstaatne EQUIPMENTS. 


Ww. A. RAYMOLD, 


NEW YORK orry. 
99 Fourth Ave. Bet llth ana ith sts. New Arama Seat Suaboave 


_Shannon, Miller & Crane, 


New Regulation Navy Caps and Shoulder Marks. 
Equipments for Officers of Army, Navy, National Guard, Etc. 


78 FIFTH AVENUE, 2 doors below th Street, NEW YORK. 


For great tensile strength, elasticity and elongation — 
coupled with unusual non-corrosive qualities 


Castings and Propeller Wheels 
“reom Parsons Manganese Bronze 


CANNOT BE EXCELLED. 


SOLE MAKERS THE WM. CRAMP & SONS... 
SHIP and ENGINE BUILDING 
COMPANY, Philadelphia, Pa. 


™ PRATT & WHITNEY COMPANY, 


. « Mamufacturers of . . 
IMPROVED GARDNER MACHINE GUN 


for black powder; also Plants of Machinery for Rifles, Rapid-firiur and Shot Guns ; 
Sewing Machines; Bicycles, and every description of Machines ; and Small Tools for 
Metal Working ; Special Machines and Tools made to order. Send for Catalogue. 


HARTFORD, CONN., U. S. A. 


THE J. L. MOTT IRON WORKS, 


84 to 90 Beckman St., New York, and $11 Wabash Ave., Chicago, 
Sanitary Specialties —BATHS, WATER- 
CLOSETS,* LAVATORIES, Etc. 


SEND FOR CIRCULARS, 


AMERICAN SHIP WINDLASS CO. 


ESTABLISHED 1857. PROVIDENCE, R. I. 


The following Vessels of the New Navy of the Unito States have the * PhOVIDENCE " WINDLASSES. 
7 Bustle Ships. coeet, Defence yd 
a. * seeseses 








Write for 
particulars. 








Best 








qe 

Partially” Protected Cruis- 

Chic te goo tons 
a 

Philadelphia. . ...4,324 


The AMERICAN cuir WINDLASS. co, is also building the Steam Windlasses for the Battle Shi * Kearsarge” 
“ Kentucky" now under qunstrection. Send for Illustrated Catalogue. a 


PR ea FRANK Ss. MANTON, Agent. 


ZT 27 ag Tho Undisputed Leader of 
SEAL SEAL OF Piug-Cut Smoking Tobaccos 


Throughout the World. 


THE FINEST SUN-CURED TOBACCO 
CROWN IN NORTH CAROLINA. 


Granville County, North Carolina, is univer- 
sally noted for the sweet superior-flavored leaf 
produced there. When sun-cured this Tobacco 
is unsurpassed anywhere in the world. Tobacco, 
like liquor, improves with age, and by storing 
the sun-cured Granville County leaf for several 
rior tobacco used in this 
NORTH CAROLINA 





years, we obtain the su 
celebrated SEAL O 
PLUG-CUT. It is cut from the plug, and makes 
. cool, delicious smoke which will not bite the 


MARBURG BROS. | 


RRs ys Se tongue. 

© SEAL OF RORTH CAROLINA om Beware of imitations. The original bears our 
Y rm’s name. 

SPLOUG=CUOT wmarsurc sros., _ saitimore, wa,v.s.a. 


SMOKING TOBACCO, The Amerie % tT b: Co., 8 


% 





FASHIONABLE 
“231 BROADWAY, NEW Y 


~ RICE 
ARMY AND 
JOHN Cc. HAAS, Lancast 
ell known to se yo iar, Pas a ‘years 
UNIFORMS. 


BoYLAN M’F’c COMPANY, Ltd. 


MILITARY CLOTHIERS, 
84 Hovwvard Street, - NEW YORK. | 


RIDABOCK & CO., -— =: 


Formerly BAKER & McKENNEY. NEW YORK OFrry. 


Undress C Caps, Campaign Hats, 
ARMY OFFICERS’ | sila Shoulder Straps, Swood felts 
words and Sabres, Fat Ornaments, 
saaneuaiala CATALOGUE ON APPLICATION. 
Finest Quality Presentation Swords. Flags and Banners. Military School Supplies a Specialty 


One of the beat Recommegdations tor THE CRANDALL PACKING CO.’S 


SECTIONAL 


COLD OIL PACKINGS 2. 
ee 
Send for catalogue to 


NEW YORK OFFICE, 136 Liberty Street. 


























GUN POWDER... 


Military Powder of all grades 


and Cun Cotton 
Smokeless Powder for Shot Guns and Rifles 
Sporting, Mining and Blasting Powder 


E.1.DU PONT DE NEMOURS & CO. 


WILMINGTON, DELAWARE. 








LEWIS NIXON, 
srt UILDER. 


THE CRESCENT SHIPYARD. 


OFFICE AND WORKS. ELIZABETHPORT, NEW JERSEY. 


THE FAMOUS BEERS 


OF THE GREAT 


ANHEUSER BUSCH 


BREWING ASSOCIATION. 


‘“‘The Original Budweiser.”’ 
“Black and Tan.’”’ 
‘‘Faust.’’ 
‘‘Anheuser Standard.” 
‘‘Pale Lager.”’ 
On sale at all Army Posts, Naval Stations, Civil 


Clubs, First-class Hotels and Bars, and on ali Pull 
man and Wagner Cars. 














“ORANGE” SPORTING AND 


MILITARY AND SPORTING 
BLACK BLASTING POWDERS 


SMOKELESS POWDERS 


LAFLIN & RAND POWDER Co. 


NEW YORK,—DENVER,—CHICACO. 


CORRESPONDENCE 


ELECTRIC BLASTING APPARATUS 
iS SOLICITED 


SAFETY FUSE AND BLASTING CAPS 











